


Redevelopment Board 


Agenda & Meeting Notice 
June 7, 2021 


Per Board Rules and Regulations, public comments will be accepted during the public comment 
periods designated on the agenda. Written comments may be provided by email to 
jraitt@town.arlington.ma.us by June 7, 2021 at 4:00 p.m. The Board requests that correspondence 
that includes visual information should be provided by June 4, 2021 at 12:00 p.m. 
The Arlington Redevelopment Board will meet Monday, June 7, 2021 at 7:00 PM in the 
Join Zoom Meeting with audio and video by connecting using this link and Meeting ID: 
https://zoom.us/j/98678599139 Enter Meeting ID: 986 7859 9139 or join by phone by calling: 1- 
646-876-9923 and enter Meeting ID 986 7859 9139 followed by # 


1. Docket #3650 190 & 192-200 Massachusetts Avenue Continued Public Hearing 


7:00 p.m. Board will open a public hearing to review an application filed February 8, 
2021 by 190-200 Massachusetts Ave, LLC, 455 Massachusetts Avenue, Suite 
1, Arlington, MA, in accordance with the provisions of MGL Chapter 40A § 11, 
and the Town of Arlington Zoning Bylaw Section 3.4, Environmental Design 
Review. The applicant proposes to construct a mixed-use building containing 
retail and 37 residential units, including 8 affordable units, at 190 & 192-200 
Massachusetts Avenue, Arlington, MA in the B3 Village Business District. The 
opening of the Special Permit is to allow the Board to review and approve the 
development under Section 3.4, Environmental Design Review. 


¢ Applicant will be provided 5 minutes for a presentation. 

¢ DPCD staff will be provided 3 minutes to discuss public hearing memo. 
¢ Members of the public will be provided time to comment. 

¢ Board members will discuss each docket and may vote. 


2. Committee Appointment 
8:00 p.m. Jagat Adhiya, Envision Arlington Standing Committee 


Board will vote to approve appointment by the Director of Planning and 
Community Development for a three-year term 


3. Town Meeting recap 


8:15 p.m. Staff will provide a recap and share the outcome of votes on Zoning Warrant 
Articles at 2021 Annual Town Meeting. 


Staff and Board update and discussion 
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4. ARB Meeting Schedule July through December 2021 
8:30 p.m. Board will confirm meeting schedule. 


5. Meeting Minutes (forthcoming for 4/8/21, 4/26/21, 5/3/21) 


8:35 p.m. Board will review and approve meeting minutes 


6. Open Forum 


8:45 p.m. Except in unusual circumstances, any matter presented for consideration of 
the Board shall neither be acted upon, nor a decision made the night of the 
presentation. There is a three minute time limit to present a concern or 
request. 

7. Adjourn 


9:05 p.m. Estimated Time for Adjournment 
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Town of Arlington, Massachusetts 





Docket #3650 190 & 192-200 Massachusetts Avenue Continued Public Hearing 











Summary: 

7:00 p.m. Board will open a public hearing to review an application filed February 8, 2021 by 190-200 
Massachusetts Ave, LLC, 455 Massachusetts Avenue, Suite 1, Arlington, MA, in accordance 
with the provisions of MGL Chapter 40A § 11, and the Town of Arlington Zoning Bylaw 
Section 3.4, Environmental Design Review. The applicant proposes to construct a mixed-use 
building containing retail and 37 residential units, including 8 affordable units, at 190 & 192- 
200 Massachusetts Avenue, Arlington, MA in the B3 Village Business District. The opening of 
the Special Permit is to allow the Board to review and approve the development under Section 
3.4, Environmental Design Review. 

* Applicant will be provided 5 minutes for a presentation. 
* DPCD staff will be provided 3 minutes to discuss public hearing memo. 
* Members of the public will be provided time to comment. 
* Board members will discuss each docket and may vote. 
ATTACHMENTS: 
Type File Name Description 
Reference 2021-05-25 Plan Set 
D Material 2021-05-25 Plan_Set_Issued_For_ARB_Review.pdf iscued for ARB. Review 
Reference i earn . 190-200 Application 
D Material 190-200 Application _Review.pdf Baieur 
p Reference  5994.95-25 ARB_Formpdf 2021-05-21 Application 
Material 
D Reference Changes_to_Civil_ Plans. pdf Changes to Civil Plans 
Material 
Reference ; : 
D Material Arlington_Market_Analytics. pdf Arlington Market Analytics 
Reference : ; Arlington Transportation 
D Material Arlington_Transportation_Slides_.pdf Slides 
aoc erence 2021-05-25 Drainage_Summary.pdf ZOE Woe? HEaInage 
Material Summary 
Reference . 
D Material FIG-01_- Garage_Turning.pdf Fig-01 Garage Turning 
Reference ; ; 
D Material FIG-02 -_Parking_Figure.pdf Fig-02 Parking Figure 
Reference . : : 
DB Material FIG-03_-_Parking_Figure.pdf Fig-03 Parking Figure 
Rerenanee 20200051 200 Mass Ave 
a : 2020051_200 Mass Ave SD_ARB_SUBMISSION_051821.pdf SD ARB Submission 
Material 
051821 
Continuation request re 
j Reference NEW_Continuation_request_re_Docket_3650 - 190 192- Docket 3650 190 192-200 
Material 200_Mass Ave_from_R._Annese_04262021.pdf Mass. Ave. from R. 
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Annese 04262021 


; EDR Public Hearing 

Reference EDR _Public_Hearing_Memo_Docket_3650_190- 

Material 200_Mass_Ave.pdf Mein Biche tnoog0 2 
200 Mass Ave 


ReICrenee Docket_3650_Combined_Application_Materials-_compressed. pdf Doceeu en. omined 





Material Application Materials 
ae Docket 3650 Updated Solar Studies dated March 18 2021.pat Docket #3650 Updated 





Solar Studies 03-18-21 
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SITE DEVELOPMENT PLAN SET 


190 & 192-200 MASSACHUSETTS AVE 
ARLINGTON, MA 02476 
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WE HEREBY CERTIFY THAT THIS PLAN IS THE 
RESULT OF AN ACTUAL ON THE GROUND 
SURVEY PERFORMED ON AUGUST 4, 2020. 





APPLICANT\OWNER: 
192-200 MASSACHUSETTS AVE LLC 
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SUITE 1 
ARLINGTON, MA 02474 





PROJECT: 
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ARLINGTON, MA 


PROJECT NO. 2729-02 | DATE: 10/22/20 
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PREPARED By: 
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civil engineering land surveying 
environmental consulting landscape architecture 
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THIS DRAWING HAS BEEN PREPARED IN DIGITAL FORMAT. 
CLIENT/CLIENT'S REPRESENTATIVE OR CONSULTANTS MAY BE 
PROVIDED COPIES OF DRAWINGS AND SPECIFICATIONS FOR HIS/HER 
INFORMATION AND/OR SPECIFIC USE ON THIS PROJECT. DUE TO THE 
POTENTIAL THAT THE PROVIDED INFORMATION MAY BE MODIFIED 
UNINTENTIONALLY OR OTHERWISE, ALLEN & MAJOR ASSOCIATES, 
INC. MAY REMOVE ALL INDICATION OF THE DOCUMENT'S 
AUTHORSHIP ON THE DIGITAL MEDIA. PRINTED REPRESENTATIONS OR 
PORTABLE DOCUMENT FORMAT OF THE DRAWINGS AND 
SPECIFICATIONS ISSUED SHALL BE THE ONLY RECORD COPIES OF 
ALLEN & MAJOR ASSOCIATES, INC.'S WORK PRODUCT. 
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ADA SPACES REQUIRED: 
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PARKING PROVIDED, 1 SPACES BEING VAN ACCESSIBLE. 











PROVIDED 1 SPACES, 1 BEING VAN ACCESSIBLE. 


PARKING TABLE NOTES: 
1. SECTION 6.1.10, C. FOR A MIXED-USE DEVELOPMENT THE FIRST 3,000 SF 
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BICYCLE PARKING SUMMARY TABLE 
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BICYCLE PARKING TABLE NOTES: 





1. REQUIRED NUMBER OF SPACES ARE FROM BICYCLE PARKING GUIDELINES, 
APPENDIX A BIKE PARKING BY-LAW. 
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OF NON-RESIDENTIAL SPACE IS EXEMPT FROM THE PARKING REMOVE AND 
REQUIREMENTS OF THIS SECTION 6.1. Bee 
2. SECTION 6.1.11, STANDARD PARKING STALLS SHALL BE 8.5’X18’, AND 
DRIVE AISLE WIDTH SHALL BE 24’ FOR TWO-WAY TRAFFIC. RECONSTRUCT PLANTER 
BOXES WITH VGC 
* RELIEF REQUESTED FROM THE ARB FOR THE REQUIRED NUMBER AND SIZE (10°x4’) 
OF PARKING STALLS. ALSO, RELIEF IS REQUESTED FOR THE WIDTH OF THE RECONSTRUCT 
DRIVE AISLE REDUCED FROM 24’ TO 22’. a“ CONCRETE SIDEWALK 
ae ESS ae ee pt Ret eg Se «ai 
ADA RAMP_ WITH a = LL Sa 
DETECTABLE WARNING 7 cece if— 
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as F 
wv / / ADA PARKING SIGN 
Te 
Q / 
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~~ V, 
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REMOVE AND RESET / 
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9S 
§ & 
/ / 
j / 
/ / 
/ / | 
/ / | 
; 80° 
/ 20 S BOLLARD PROTECTION, 
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So 
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Sa 
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BEFORE YOU DIG 
CALL 811 OR 
1-888—DIG—SAFE 
1-888-344-7233 
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BUFFER SCREEN. SEE 
LANDSCAPE SHEET 
L—-101. 





ADA RAMP WITH 
DETECTABLE WARNING 
. PAVERS 





en 


REMOVE AND RESET 
VERTICAL GRANITE 
CURB 


RECONSTRUCT 
CONCRETE SIDEWALK 


Co 
a 





ie 








(6) SHORT TERM BIKE 
STORAGE SPACES 


COMMERCIAL DRIVEWAY 
ENTRANCE, SEE 
DETAILS 


(PUBLIC — VARIABLE WIDTH) 


CHANDLER STREET 


ZONING SUMMARY TABLE 
B3-VILLAGE BUSINESS (MIXED-USE <=20,000SF) 






























ZONING TABLE 


MINIMUM LOT AREA 
MINIMUM LOT AREA 


MINIMUM FRONTAGE 


MINIMUM FRONT YARD SETBACK 


MINIMUM SIDE YARD SETBACK O FT 0.6 FT 
MINIMUM REAR YARD SETBACK (H+L)/6 NO REAR NO REAR 


SCREENING BUFFER 7.5 FT ®) 0.6 FT 7.5 ©) 
LANDSCAPED OPEN SPACE 10% (2) 0.9% 
0% 


USABLE OPEN SPACE 


MAXIMUM. HEIGHT 60 FT 20+ FT <50 
MAXIMUM HEIGHT STORIES 5 1 
FLOOR AREA RATIO 1.50 0.89 













REQUIRED/ 
ALLOWED 


N/A 


EXISTING PROPOSED 
11,1344 SF 11,1344 SF 
N/A 


501+ SF 


PO 2elee Fl VO2 1 FT 
MASS AVE MASS AVE 















PER UNIT 

























O FT 


























NOTES: 











1; 


SECTION 5.3.17, FOR BUILDING MORE THAN 3 STORIES IN HEIGHT, AN ADDITIONAL 7.5 
FT STEP—BACK SHALL BE PROVIDED BEGINNING AT THE THIRD STORY LEVEL OR 30 FT 
ABOVE GRADE, WHICHEVER IS LESS. THE UPPER STORY STEP—BACK SHALL BE 
PROVIDED ALONG ALL BUILDING ELEVATIONS WITH STREET FRONTAGE. 
SECTION 5.3.21. SUPPLEMENTAL REQUIREMENTS IN THE BUSINESS AND INDUSTRIAL 
DISTRICTS, D. FOR MIXED USES AND ANY PERMITTED RESIDENTIAL USE NOT 
SPECIFICALLY IDENTIFIED IN THE TABLES IN SECTION 5.5.2, THE MINIMUM OPEN SPACE 
REQUIREMENTS (COMPUTED FROM THE RESIDENTIAL FLOOR AREA ONLY) SHALL BE 10% 
LANDSCAPED AND 20% USABLE IN THE B1, B2, B2A, B3, AND B4 DISTRICTS, AND 15 
PERCENT USABLE IN THE BS DISTRICT. 
SECTION 5.3.21. SUPPLEMENTAL REQUIREMENTS IN THE BUSINESS AND INDUSTRIAL 
STRICTS, B3 ABUTTING R5 15 FT MINIMUM BUFFER. A SOLID WALL OR WOODEN 
ENCE MAY BE SUBSTITUTED FOR ON—HALF THE WIDTH OF THE LANDSCAPED BUFFER. 
ECTION 5.3.19, REDUCED HEIGHT BUFFER. RELIEF REQUESTED FROM THE ARB TO 
ERMIT THE HIGHER PERMITTED HEIGHT OF 60 FT AND 5S STORIES. 
























































VUMN710 





* RELIEF REQUESTED FROM ARB. 


LEGEND 


PROP. PROPERTY LINE 
SIGN 

BOLLARD 

BUILDING 

BUILDING ARCHITECTURE 
BUILDING INTERIOR WALLS 
CURB 

PARKING STRIPING 
ROADWAY STRIPING 
SIDEWALK 

ADA ACCESSIBLE RAMP 
ADA DET. WARNING SURFACE 
SNOW STORAGE 

SAW—CUT LINE 

PARKING COUNT 

VINYL FENCE 








NOTES 

ls WRITTEN DIMENSIONS ON THIS PLAN TAKE PRECEDENCE OVER 
SCALED DIMENSIONS. THE CONTRACTOR SHALL USE CAUTION 
WHEN SCALING REPRODUCED PLANS. IN THE EVENT OF A 
CONFLICT BETWEEN THIS PLAN SET AND ANY OTHER DRAWINGS 
AND/OR SPECIFICATIONS OR CONDITIONS, THE ENGINEER SHALL 
BE NOTIFIED BY THE CONTRACTOR. ALL SITE ITEMS SHALL BE 
LAID OUT AND AS BUILT BY A LICENSED LAND SURVEYOR. 












































2. THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY 
OF ALLEN & MAJOR ASSOCIATES, INC. ITS INTENDED USE IS TO 
PROVIDE INFORMATION. ANY ALTERATION, MISUSE, OR 
RECALCULATION OF INFORMATION OR DATA WITHOUT THE 
EXPRESSED, WRITTEN CONSENT OF ALLEN & MAJOR ASSOCIATES, 















































INC. IS STRICTLY PROHIBITED. 
GRAPHIC SCALE 
10 ) 5 10 20 40 
( IN FEET ) 
1 inch = 10 ft. 
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MASSACHUSETTS AVENUE 


TC=28.95 28.70 
BC=28.70 
(3” REVEAL) 


(PUBLIC — VARIABLE WIDTH) 


DRAIN CONNECTION 
INV=25.00 ROOF DRAIN #1 


— TC=28.80 TC=28.40 
BC=28.30 BC=28.06 
(EXISTING) (4” REVEAL) 
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PROPOSED MIXED-USE 
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FFE: 29.00 29.00 28.75 


ROOF DRAIN #1 
INV=25.19 DRAIN CONNECTION 











o a] =] 


FFE: 28.40 








24.60 


23.70 


=) —_—$p —— 0 —_ 0 0 => —_ 0 —_ 











TC=28.23 
BC=27.90 
(4” REVEAL) 
27.64 
TC=27.80 
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(EXISTING) 
TC=26.50 
BC=26.00 
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(PUBLIC — VARIABLE WIDTH) 


LEGEND 


DRAIN MANHOLE 
CATCH BASIN 


DRAIN LINE 


10’ CONTOUR 
2’ CONTOUR 
SPOT GRADE 





PLAN NOTES: 
1. THE LOCATIONS OF EXISTING UNDERGROUND UTILITIES ARE SHOWN IN AN 
APPROXIMATE WAY ONLY AND HAVE NOT BEEN INDEPENDENTLY VERIFIED BY 
E OWNER OR IT’S REPRESENTATIVE. THE CONTRACTOR SHALL DETERMINE 
E EXACT LOCATION OF ALL EXISTING UTILITIES BEFORE COMMENCING WORK, 
AND AGREES TO BE FULLY RESPONSIBLE FOR ANY AND ALL DAMAGES WHICH 
MIGHT BE OCCASIONED BY THE CONTRACTOR’S FAILURE TO EXACTLY LOCATE 
AND PRESERVE ANY AND ALL UNDERGROUND UTILITIES. 







































































2. CONTRACTOR IS RESPONSIBLE FOR DEMOLITION OF EXISTING STRUCTURES 
INCLUDING REMOVAL OF ANY EXISTING UTILITIES SERVING THE STRUCTURE. 
UTILITY CONNECTIONS SHOULD BE COORDINATED WITH THE MEP PRIOR TO 
CONSTRUCTION. 


3. EXISTING DRAINAGE STRUCTURES TO REMAIN ARE TO BE INSPECTED AND 
REPAIRED AS NEEDED, AND EXISTING PIPES TO BE CLEANED OUT TO REMOVE 
ALL SILT AND DEBRIS. 


4. IF ANY EXISTING STRUCTURES TO REMAIN ARE DAMAGED DURING 
CONSTRUCTION IT SHALL BE THE CONTRACTOR’S RESPONSIBILITY TO REPAIR 
AND/OR REPLACE THE EXISTING STRUCTURE AS NECESSARY TO RETURN IT 

TO EXISTING CONDITIONS OR BETTER. 








5. CONTRACTOR SHALL ADJUST AND/OR CUT EXISTING PAVEMENT AS NECESSARY 
TO ENSURE A SMOOTH FIT AND CONTINUOUS GRADE. 











6. CONTRACTOR SHALL ENSURE POSITIVE DRAINAGE AWAY FROM BUILDINGS FOR 
ALL NATURAL AND PAVED AREAS. 


7. THE CONTRACTOR SHALL COORDINATE WITH THE ARCHITECT FOR THE FINAL 
LOCATIONS OF PROPOSED ROOF DRAINS. LOCATIONS ARE SHOWN HEREON 
FOR COORDINATION PURPOSES ONLY. 














8. WRITTEN DIMENSIONS ON THIS PLAN TAKE PRECEDENCE OVER SCALED 
DIMENSIONS. THE CONTRACTOR SHALL USE CAUTION WHEN SCALING 
REPRODUCED PLANS. IN THE EVENT OF A CONFLICT BETWEEN THIS PLAN SET 
AND ANY OTHER DRAWINGS AND/OR SPECIFICATIONS OR CONDITIONS, THE 
ENGINEER SHALL BE NOTIFIED BY THE CONTRACTOR. 








9. ANY DAMAGE TO PRIVATE OR PUBLIC PROPERTIES DUE TO THE 
CONTRACTOR'S ACTIVITIES SHALL BE REPAIRED AND RESTORED BY THE 
CONTRACTOR AT THEIR OWN EXPENSE. 





10. ALL PROPERTY MARKERS AND STREET LINE MONUMENTS SHALL BE PROPERLY 
PROTECTED DURING CONSTRUCTION. ANY DAMAGE TO THESE ITEMS SHALL BE 
REPAIRED AND RESTORED BY A LAND SURVEYOR LICENSED IN THE 
COMMONWEALTH OF MASSACHUSETTS AT THE CONTRACTOR’S EXPENSE. 









































11. THE CONTRACTOR IS RESPONSIBLE FOR OBTAINING ADDITIONAL BENCHMARK 
INFORMATION IF REQUIRED. THE CONTRACTOR IS RESPONSIBLE FOR 
LOCATING AND PROTECTING ALL EXISTING BENCHMARKS. IF IT IS NECESSARY 
OQ RELOCATE A BENCHMARK, IT SHALL BE RELOCATED BY A MASSACHUSETTS 
LAND SURVEYOR AND DONE SO AT THE CONTRACTOR’S EXPENSE. 
























































12. ALL PERMITS AND APPROVALS NECESSARY FROM AGENCIES GOVERNING THE 
WORK SHALL BE OBTAINED BY THE CONTRACTOR PRIOR TO THE 
COMMENCEMENT OF WORK. 


13. CONSTRUCTION DURING WET WEATHER OR WINTER CONDITIONS IS TO BE 
ANTICIPATED AND PROVISIONS TO ADEQUATELY ADDRESS THESE CONDITIONS 
SHALL BE THE RESPONSIBILITY OF THE CONTRACTOR. 


14. ALL CONSTRUCTION SHALL CONFORM TO THE APPLICABLE REGULATIONS AND 
STANDARDS INCLUDING THE TOWN OF ARLINGTON, MADOT, MADEP, MWRA, 
MUTCD, AND AASHTO. 


15. THE CONTRACTOR IS SOLELY RESPONSIBLE FOR THE MEANS AND METHODS 
OF CONSTRUCTION AND FOR CONDITIONS AT THE SITE. THESE PLANS, 
PREPARED BY ALLEN & MAJOR ASSOCIATES DO NOT EXTEND TO OR INCLUDE 
SYSTEMS PERTAINING TO THE SAFETY OF THE CONSTRUCTION CONTRACTOR 
OR THEIR EMPLOYEES, AGENTS OR REPRESENTATIVES IN THE PERFORMANCE 
OF THE WORK, OR THE OWNER’S EMPLOYEES, CUSTOMERS, OR THE GENERAL 

PUBLIC. THE SEAL OF THE ENGINEER AS INCLUDED IN THE PLAN SET DOES 

NOT EXTEND TO ANY SUCH SAFETY SYSTEMS THAT MAY NOW OR HEREAFTER 

BE INCORPORATED INTO THESE PLANS. THE CONSTRUCTION CONTRACTOR 

SHALL PROVIDE THE APPROPRIATE SAFETY SYSTEMS WHICH MAY BE REQUIRED 

BY THE U.S. OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION (OSHA), 

STATE, AND LOCAL REGULATIONS. 





























16. THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY OF ALLEN 
& MAJOR ASSOCIATES, INC. ITS INTENDED USE IS TO PROVIDE INFORMATION. 
ANY ALTERATION, MISUSE, OR RECALCULATION OF INFORMATION OR DATA 
WITHOUT THE EXPRESSED, WRITTEN CONSENT OF ALLEN & MAJOR 
ASSOCIATES, INC. IS STRICTLY PROHIBITED. 
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MASSACHUSETTS AVENUE 
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GAS VALVE 
ELECTRICAL CONDUIT 
TELE/CABLE CONDUIT 









































































































































/ 6” FIRE 2” WATER 
/ SERVICE SERVICE 
CHIMNEY CON. #1 / PROPOSED MIXED-USE 
INV=21.74 SS #1 / BUILDING 
~ : PROFESSIONAL ENGINEER FOR 
eee SEER I ee APARTMENTS/RETAIL UTILITY NOTES: ALLEN & MAJOR ASSOCIATES, INC. 
9,740+ SF FOOTPRINT 


1. THE CONTRACTOR IS SPECIFICALLY CAUTIONED THAT THE 
~\ LOCATION AND/OR ELEVATION OF EXISTING UTILITIES AND 
x STRUCTURES AS SHOWN ON THESE PLANS IS BASED ON 
N RECORDS OF VARIOUS UTILITY COMPANIES AND WHERE 
QR i POSSIBLE, MEASUREMENTS TAKEN IN THE FIELD. THIS 
SW 
g 
x 











INFORMATION IS NOT TO BE RELIED ON AS BEING EXACT OR 


























COMPLETE. THE LOCATION OF ALL UNDERGROUND UTILITIES 
~Y _ AND STRUCTURES SHALL BE VERIFIED IN THE FIELD BY THE 05/25/2021) REVISED FOR ARB REVIEW 
i, / a CONTRACTOR PRIOR TO THE START OF CONSTRUCTION. 03/10/2021) ISSUED FOR ARB REVIEW 
: ~ 
/ ; — 
NS < / aoe 2. A MINIMUM OF 18” VERTICAL CLEARANCE SHALL BE DATE _|_DESCRIPTION 
 § Ny ey MAINTAINED WHERE WATER SERVICES CROSS STORM DRAIN APPLICANT\OWNER: 
) ‘ = AND SEWER LINES. WATER SERVICES SHALL BE ENCASED IN 
NY 
































wc INV.OUT=22.00 UTILITIES INTERFERING WITH THE PROPOSED CONSTRUCTION - 
: 32LF, 6"DI, S=1.00% AND APPROPRIATE REMEDIAL ACTION TAKEN BEFORE 190 & 192 200 


PROCEEDING WITH THE WORK. IT SHALL BE THE [ | 
oe SEER IEA CEE RESPONSIBILITY OF THE CONTRACTOR TO RELOCATE ALL MASSACHUSE S AVE 
INSTALL ELECTRIC/ DATA / SHOWN FOR COORDINATION PURPOSES EXISTING UTILITIES WHICH CONFLICT WITH THE PROPOSED ARLINGTON, MA 02476 


RISERS, COORDINATE WITH / ONLY. CONTRACTOR TO COORDINATE IMPROVEMENTS SHOWN ON THE PLANS. 
UTILITY PROVIDER / WITH UTILITY PROVIDER. 











me <= | : eT CONCRETE REGARDLESS OF CLEARANCE WHEN PASSING BELOW 192-200 MASSACHUSETTS AVE, LLC 
CHIMNEY CON. #2 TP. — Ree3 46 £ STORM DRAIN AND SEWER LINES. ENCASEMENT SHALL EXTEND 
INV=21.68 OWS #1 26LF, 6°DI, S=1.00% YY > ALONG WATER SERVICE A MINIMUM DISTANCE OF EIGHT FEET 455 MASSACHUSETTS AVE, STE 1 
EX. SEWER INV=18.6+ EV CENTERED ON THE CROSSING POINT OF THE OTHER PIPE AS ARLINGTON, MA 02474 
~e MEASURED NORMALLY FROM ALL POINTS ALONG THE PIPE. 
PROJECT: 
Sipe Ae Ve 3. THE ENGINEER SHALL BE NOTIFIED IN WRITING OF ANY 
ee 


4. THE CONTRACTOR MUST CONTACT THE APPROPRIATE UTILITY 
COMPANY, ANY GOVERNING PERMITTING AUTHORITY, AND PROJECT NO. 2729-02 | DATE: 10/23/2020 
"DIGSAFE” AT LEAST 72 HOURS PRIOR TO ANY EXCAVATION 
WORK TO REQUEST EXACT FIELD LOCATION OF UTILITIES AND SCALE: DWG. NAME: 


| 
/ | | 
A 
THE ENGINEER SHALL BE NOTIFIED IN WRITING OF ANY 
UTILITIES INTERFERING WITH THE PROPOSED CONSTRUCTION ; ; 
/ AND APPROPRIATE REMEDIAL ACTION TAKEN BEFORE etic | ee oe 
PROCEEDING WITH THE WORK. IT SHALL BE THE PREPARED BY: 
RESPONSIBILITY OF THE CONTRACTOR TO RELOCATE ALL 
<< EXISTING UTILITIES WHICH CONFLICT WITH THE PROPOSED 
IMPROVEMENTS SHOWN ON THE PLANS. 
5. THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE 
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THIS DRAWING HAS BEEN PREPARED IN DIGITAL FORMAT. 

DIG SAFE GAS SERVICE SHOWN FOR CLIENT/CLIENT'S REPRESENTATIVE OR CONSULTANTS MAY BE 
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WITH GAS COMPANY. POTENTIAL THAT THE PROVIDED INFORMATION MAY BE MODIFIED 
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2” X 2” X 36” WOODEN STAKES 
DO NOT PIERCE TUBULAR BARRIER 
(NOT REQUIRED IF IN PAVEMENT) 


Ne EARTHS 


SECTION 


NOTES: 


1. 


2 


ALL MATERIALS TO MEET MANUFACTURERS SPECIFICATIONS. 
INSTALL WOODEN STAKES IN A CRISS—CROSS PATTERN EVERY 8° ON CENTER. 


OVERLAP TUBULAR BARRIER SEGMENTS A MINIMUM OF 12”. 


12” MIN. DIAMETER TUBULAR SEDIMENT CONTROL 
(MESH TUBE WITH NATURAL FILTER MEDIA) 
BY FILTREXX OR APPROVED EQUAL. 


~~ 
LN 


12” DIA MIN. 


PROFILE 


THE CONTRACTOR SHALL MAINTAIN THE TUBULAR BARRIERS IN A FUNCTIONAL CONDITION AT ALL TIMES. THE CONTROLS SHALL BE 


ROUTINELY INSPECTED BY THE CONTRACTOR. 


WHERE THE TUBULAR BARRIERS REQUIRE REPAIR OR SEDIMENT REMOVAL, IT WILL BE COMPLETED BY THE CONTRACTOR AT NO ADDITIONAL COST. 
AT A MINIMUM, THE CONTRACTOR SHALL REMOVE SEDIMENTS COLLECTED AT THE BASE WHEN THEY REACH 1/3 THE EXPOSED HEIGHT OF THE BARRIER. 


TUBULAR SEDIMENT BARRIER 
NOT TO SCALE 


ROADWAY 


NOTES: 


1. THE ENTRANCE SHALL BE MAINTAINED IN A CONDITION 
THAT WILL PREVENT TRACKING OR FLOWING OF SEDIMENT 


DIVERSION RIDGE REQUIRED 


WHERE GRADE EXCEEDS 2% 


pee, 


SECTION A FILTER FABRIC 


SAND BAGS, TUBULAR SEDIMENT 


ONTO PUBLIC RIGHT—OF—WAYS. THIS MAY REQUIRE TOP 


DRESSING, REPAIR AND/OR CLEANOUT OF ANY MEASURES 
USED TO TRAP SEDIMENT. 


2. WHEN NECESSARY, WHEELS SHALL BE CLEANED PRIOR 
TO ENTERING THE PUBLIC RIGHT—OF—WAY. 


3. WHEN WASHING IS REQUIRED, IT SHALL BE DONE ON AN 


AREA STABILIZED WITH CRUSHED STONE THAT DRAINS INTO 
AN APPROVED SEDIMENT TRAP OR SEDIMENT BASIN. 


4. USE SANDBAGS, TUBULAR SEDIMENT CONTROLS, OR 
OTHER APPROVED METHODS TO CHANNELIZE RUNOFF TO 


ROADWAY 


BASIN AS REQUIRED. 


1” (MIN) 


6”x6"x #10 WIRE MESH 


TYPICAL 
STANDARD 
PAVEMENT SEE 


TION DETAI 
WIDTH VARIES (SEE PLAN) Sees eM 


SLOPE SIDEWALK @ 1.5% PER FOOT MAX. (TYP.) 





5S" THICK 4,000 Psi CONCRETE @ 28 DAY STRENGTH 


CCOMPACTED EXISTING SUBGRADE » 


NOTES: 
. SIDEWALK TO HAVE TOOLED JOINTS IN A 5’ x 5’ (TYP.) 


~ 8" GRAVEL BASE 


se" 


GRID WITH EXPANSION JOINTS 15’ ON CENTER WITH 
PREMOLDED FILLER. 


. SEE PLAN FOR ELEVATIONS 
. SIDEWALK CROSS SLOPE TO BE 1.5% MAX & SIDEWALK LONGITUDINAL RUNNING 


SLOPE TO BE 4.5% MAX, TYP. 


. APPLY BRUSH MARKS PERPENDICULAR TO TRAVEL PATH. 


CONCRETE SIDEWALK 
NOT TO SCALE 
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WATER SUPPLY TO WASH 


CONTROLS, OR CONTINUOUS BERM 
OF EQUIVALENT HEIGHT SPILLWAY 


WHEELS (IF NECESSARY) | | | 
\ : 


©) 


2”—3” COARSE AGGREGATE 12’ (MIN.) 
MIN OF 6 THICK \ 


DIVERSION RIDGE PLAN 
50’ MINIMUM 


TEMPORARY CONSTRUCTION ENTRANCE/EXIT 
NOT TO SCALE 


1” (MIN) 


3/4”, 610 WITH 6”x6”x #10 WIRE MESH 
WIDTH VARIES (SEE PLAN) 


SLOPE SIDEWALK @ 1.5% PER FOOT MAX. (TYP.) 
5” HICK 4,000 Ps! CONCRETE @ 28 DAY STRENGTH 





"> 8" GRAVEL BASE. 


| CURB STONE 


CCOMPACTED EXISTING SUBGRADE 5 


VA—4. VERTICAL GRANITE CURB 
CONCRETE 


NOTES: 

. SIDEWALK TO HAVE TOOLED JOINTS IN A 5’ x 5’ (TYP.) 
GRID WITH EXPANSION JOINTS 15’ ON CENTER AND 
PREMOLDED FILLER. 


. SEE PLAN VIEW FOR ELEVATIONS AT CURB 


. SIDEWALK CROSS SLOPE TO BE 1.5% MAX & SIDEWALK LONGITUDINAL 
RUNNING SLOPE TO BE 4.5% MAX, TYP. 


CONCRETE SIDEWALK WITH VGC CURBSTONE 
NOT TO SCALE 


1” REBAR FOR LIFTING 
AND REMOVAL 


DUMP. STRAP (2) 


SIL TSACK 
CATCH BASIN STRUCTURE 


NOTE: 

1. INSTALL SILTSACK PER 
MANUFACTURER’S INSTRUCTIONS AND 
RECOMMENDATIONS. EMPTY OR 
REMOVE SEDIMENT FROM SILTSACK 
WHEN RESTRAINT CORD IS NO 
LONGER VISIBLE. CLEAN, RINSE, 
AND REPLACE AS NEEDED. 

2. SILT SACKS TO BE INSTALLED 
DURING CONSTRUCTION OPERATIONS 
WHEN THE POTENTIAL FOR SEDIMENT 
TO ENTER EXISTING & PROPOSED 
BASINS EXISTS. 


SILTSACK INLET DETAIL ( 2 ) 
NOT TO SCALE 


8’ MAX 


ct. 


CLF RAIL TIES 
SPACED MAX 
15” APART 





CLF POST TIES 
SPACED MAX 


dee S615” APART 
SCREEN 


XX oN 
OVER CLF \ CLF BRACE 
PANELS TIES SPACED 
<2 MAX 18” 
APART 


ee 
KER 
s&s 
Oe 

SY 


f 


8 
Ky 
aoe 
ey 
“ 











. 
ee 
i 
Ree 
ee 
oo 
Sx 
cee 
Be 





Ale GROMMETS WITH 12 


FENCE FASTENERS 
EVERY 24” AROUND 
THE PERIMETER. 


POSTS MAY BE 
MECHANICALLY DRIVEN INTO 
THE GROUND, OR USE 
SUPPORTING BASES. 


NOTES: 


iP 


SCREEN MATERIAL SHALL BE MADE FROM KNITTED HIGH DENSITY 
POLYETHYLENE WITH UV ADDITIVES. 
SCREEN FILAMENT STRENGTH SHALL BE A MINIMUM OF 50LBS/FT. 


SCREEN MATERIAL BREAK STRENGTH SHALL BE A MINIMUM OF 500 LBS/FT. 


SCREEN SHADE / WIND BLOCKAGE SHALL BE A MINIMUM OF 85%. 
SCREEN COLOR SHALL BE GREEN OR BLACK. 


TEMPORARY CONSTRUCTION FENCE w/ SCREEN 
NOT TO SCALE 


NOT USED 
NOT TO SCALE 


EROSION CONTROL BARRIER 
INSTALLED DOWN SLOPE OF 
PROPOSED STOCKPILE AREA 


PROPOSED STOCKPILE AREA 


Za 
—~ PROVIDE DRAIN SWALE TO 
> DIRECT WATER AWAY FROM 
NOTES: PROPOSED STOCKPILE AREA 


1. SOIL AND FILL STOCKPILES EXPECTED TO REMAIN IN PLACE FOR LESS THAN 
90 DAYS SHALL BE COVERED WITH STRAW AND MULCH (AT 100LBS/1,000 SF), OR 
WITH AN ANCHORED TARP WITHIN 7 DAYS OR PRIOR TO ANY RAINFALL. 

2. SOIL AND FILL STOCKPILES EXPECTED TO REMAIN IN PLACE FOR 90 DAYS OR 
MORE SHALL BE SEEDED WITH WINTER RYE (FOR FALL SEEDING AT 1LB/1,000 SF) 
OR OATS (FOR SUMMER SEEDING AT 2LB/1,000 SF) AND THEN COVERED WITH 
STRAW MULCH (AT 100LB/1,000 SF) OR AN ANCHORED TARP WITHIN 7 DAYS OR 
PRIOR TO ANY RAINFALL. 


STOCKPILE PROTECTION DETAIL ( 3 ) 
NOT TO SCALE 


PROPOSED FINISH 
GRADE (REFER TO 


GRANITE CURB 
TYPE VA-—4. 
MASSACHUSETTS 
HIGHWAY 
DEPARTMENT 


SITE PLANS) 


3” BARK MULCH 
OR GRASS HOLD 
1” BELOW TOP 


OF CURB 


See BL — GRASSED AREAS 
12” LOAM @ 


CTop COURSE, PLANTING BEDS 


Cr 1500 PSI (MIN) 
BASE COURSE CONCRETE 


FULL LENGTH 
EACH SIDE 
GRAVEL BASE. 7 


3/4” CRUSHED 
STONE 


CEXISTING SUBGRADE> 


VERTICAL GRANITE CURB 
NOT TO SCALE 


NOTE: 

TACK COAT — PROVIDE EMULSIFIED ASPHALT WHICH CONFORMS TO THE 
REQUIREMENTS OF THE STATE SPECIFICATIONS, DILUTED WITH ONE PART 
WATER TO ONE ONE PART ASPHALT FOLLOWING AASHTO M140/ASTM D997, 
OR AASHTO M208/ASTM D2397, SS—1H, CSS—1, OR CSS—1H. 


CLEAN JOINT OF ALL 
DEBRIS AND PROVIDE 
TACK COAT 


\ 

EXISTING TOP COURSE PROPOSED TOP COURSE 
XI PROPOSED BASE COURSE 
; cA cA cA ove. CA 

R S656 5656-5 


SAW CUT EDGES 


EXISTING BASE COURSE 


sOs a @ 
EXISTING GRAVEL. COURSE ) 


SEE STANDARD 
PAVEMENT DETAIL 


PAVEMENT KEY CUT DETAIL 
NOT TO SCALE 


BRIAN D. 
JONES 
CIVIL 
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WHITE PAINT 


MOUNTING REFLEC— 
BLUE PAINT HEIGHT | DESCRIPTION | ToRIZED 








4” WIDE PAINTED a OREN 

LINES (TYPICAL) a "o 
& WHITE TEXT 

SPECIAL PLATE ON BLUE 

unsuoapep FIELD 

MAY BE REMOVED WITH WHITE 

OWNERS EXPENSE BO R D ER 


; VAN 
1- ACCESSIBLE 


RADIUS 


+ 
ACCESSIBLE PARKING ¢ Vase 
SIGN /POST (SEE DETAIL) RADIUS 
MAX CROSS ia 
ee ae 
2° 1 























SLOPE 1:50 
ALL DIRECTIONS 


PAINTED SYMBOL | 
(SEE DETAIL) 18) av 

NOTE: © an 

V 3} 


1. ”V" DENOTES VAN ACCESSIBLE 
PARKING SPACE. 
2. PARKING SPACE MUST BE 12’ 
WIDE WHERE ABUTTING A WALL. | 8 | 8.0" | SYMBOL TO BE CENTERED ON WIDTH OF PARKING STALL. SYMBOL IS 
MIN. REQUIRED TO CONTRAST WITH BACKGROUND. USE WHITE ON BLUE 


(COLOR #105090 IN FEDERAL STANDARD 5952) DOUBLE COAT. 


ADA AND STANDARD PARKING STRIPING ACCESSIBLE PARKING STALL PAVEMENT MARKING 
NOT TO SCALE NOT TO SCALE 





TRAFFIC AND SAFETY SIGNAGE SHALL COMPLY WITH THE "MANUAL ON 
UNIFORM TRAFFIC CONTROL DEVICES” (MUTCD) STANDARDS. 


MOUNTING HEIGHT IS DEFINED AS THE DISTANCE FROM THE BOTTOM 
OF THE SIGN TO THE NEAR EDGE OF THE PAVEMENT. 


SIGN TABLE 
NOT TO SCALE 


TILE TECH OR APPROVED EQUAL, 2” THICK DETECTABLE INVER TED “U” BICYCLE RACK. 
WARNING PAVERS TO CONTRAST VISUALLY WITH ADJOINING 2.375 DIAMETER 
SURFACES. 2” X 11.75” X 11.75” CONCRETE PAVER. a—x— GALVANIZED OR STAINLESS 
yf 


BRIAN D. 
JONES 
CIVIL 


SUBMIT SHOP DRAWING AND SAMPLE FOR APPROVAL OF STEEL TUBE. 
COLOR. SET FLUSH WITH ADJACENT CONCRETE. SEE 
DETECTABLE WARNING PAVERS DETAIL. SURFACE FLANGE MOUNT 

WITH (2) ANCHOR BOLTS. 


4.5% MAX 


CONCRETE PAD 





S 
NAAR 


PROFESSIONAL ENGINEER FOR 
ALLEN & MAJOR ASSOCIATES, INC. 


=P SIS 


apa /- CRUSHED GRAVEL 
= COMPACTED SUBGRADE 
CONCRETE PAD 





VARIES 
CURBING PER SEE PLAN 


AAG Sse a CURBING PER 
PLAIN CEMENT 5’ (MIN) VARIES 








PLANS eae re ee ea a | ere ae 

SEE PLAN NOTES: jog i 8 a. oa a ee 05/25/2021} REVISED FOR ARB REVIEW 

DETECTABLE . THE DIMENSIONS SHOWN AT ROADWAY EDGE ARE FIXED DISTANCES. ee |e ea |e ee | ee | ee 03/10/2021| ISSUED FOR ARB REVIEW 
WARNING 1.5% MAX | 
-——o 





SLOPE CURBING 
TO MATCH GUTTER SOnOREIe 











RAMP CROSS SECTION TO BE THE SAME AS ADJACENT SIDEWALK; I.E. DEPTH OF SURFACE AND Oe Ne ee fee ae oe ye DATE | DESCRIPTION 
FOUNDATION. ue eas eae Oe ee ee APPLICANT\OWNER: 


PORTLAND CEMENT CONCRETE RAMPS ARE TO BE TEXTURED BY BROOMING IN A DIRECTION oe er o “a, 192-200 MASSACHUSETTS AVE, LLC 
455 MASSACHUSETTS AVE, STE 1 


TYPICAL ROAD WAY PARALLEL TO THE LENGTH OF THE RAMP. 49 DRIVE AISLE 5 
oe le ARLINGTON, MA 02474 


SECTION a ee a 
6” CONCRETE . IN NO CASE ARE THE RAMPS TO BE PLACED BEHIND THE STOP LINE. ae ee Gee 
NOTE: BIKE RACKS TO BE FROM PARK A BIKE: MODEL 200 SERIES—INVERTED U PROJECT. 
BIKE RACKS HR202 30”X2.38"X32” SURFACE MOUNTED. SURFACE MOUNT PER 


MANUFACTURER’S RECOMMENDATIONS. FINISH SELECTED BY OWNER. PROVIDE SHOP 
DRAWINGS FOR APPROVAL PRIOR TO ORDERING. 


BICYCLE RACK DETAIL 
NOT TO SCALE 


8” GRAVEL BORROW . THE DIMENSIONS ARE SUBJECT TO CHANGE IN THE FIELD IF EXISTING APPURTENANCES OR 
SECTION VIEW CONDITIONS WILL MAKE THE RAMP LOCATIONS IMPRACTICAL OR UNSAFE. CONSULT CIVIL ENGINEER 
Pe eee ee PRIOR TO MAKING ANY MODIFICATIONS. 


HANDICAP CURB CUT & CURB TRANSITION 
NOT TO SCALE 


190 & 192-200 


MASSACHUSETTS AVE 
ARLINGTON, MA 02476 





PROJECT NO. 2729-02 | DATE: 10/23/2020 


INSTALL TWO ROWS OF PAVERS. 
SEE PLAN FOR LOCATION. SCALE: 


DESIGNED BY: ARM | CHECKED BY: 


PREPARED BY: 


2”X11.75"X11.75” CONCRETE DETECTABLE WARNING AS SHOWN | DWG. NAME: 


PAVERS BY TILE TECH OR APPROVED EQUAL 
TEL: 215-580-5560. 











LATEX THINSET MORTAR BED SPREAD PER STEEL BOLLARD CAP 


MANUFACTURERS RECOMMENDATIONS. 











6"@ SCH 40 STEEL PIPE 
FILLED WITH 3000 PSI 
(MIN.) CONCRETE PAINT 
REFLECTIVE YELLOW 


sinichen RAGE ALLEN & MAJOR 
ASSOCIATES, INC. 


civil engineering land surveying 
environmental consulting landscape architecture 
www.allenmajor.com 


FLUSH CONCRETE 3000 PSI “oe ge 
; 100 COMMERCE WAY, SUITE 5 
CONCRETE BASE [+ . WOBURN MA 01801 
TYPICAL SECTION VIEW tee sae TEL: (781) 935-6889 
TYPICAL PLAN VIEW NOTES: oo ae FAX: (781) 935-2896 
—ALL EXPOSED PIPE SHALL BE 


NOTES: PAINTED WITH CATALYZED EPOXY 
1. CONCRETE SLAB SHALL BE SLOPED 1.5% CROSS PITCH MAX TO PROVIDE COMPLETE SURFACE DRAINAGE. SEE GRADING PLAN & PAINT. (COLOR AS DIRECTED 


. 2 4 








ap te ee 
— = ar sent 








CONCRETE SLAB 4” THICK; 4,000 PSI @ 
28 DAY STRENGTH; WWF 6X6 X W2.9 








8” COMPACTED GRAVEL BASE 








COMPACTED SOIL SUBGRADE 





WOBURN, MA @ LAKEVILLE, MA @® MANCHESTER, NH 
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HANDICAP CURB CUT / CURB TRANSITION DETAIL. BY ENGINEER) 


. SLAB TO HAVE STEEL TROWEL AND FINE BROOM FINISH. DO NOT USE CURING COMPOUNDS. 


JOINTS AND PREMOLDED FILLER AT EDGE OF TILES AND ADJACENT MATERIAL. 


. SET TILES FLUSH WITH ADJACENT MATERIALS. 


. SUBMIT SHOP DRAWINGS OF TILES AND SAMPLE FOR APPROVAL OF COLOR TO OWNER / ARCH. 


. INSTALL DETECTABLE WARNING PAVERS PER MANUFACTURER’S RECOMMENDATIONS. 
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CONTRACTOR TO ADD EXPANSION 


TACTILE WARNING PAVERS 
NOT TO SCALE 


—A BITUMASTIC COATING 
SHALL BE APPLIED TO ALL 


PIPE BELOW GRADE _6” 


(MIN.) 


FIXED PIPE BOLLARD DETAIL 
NOT TO SCALE 


NOT USED 
NOT TO SCALE 
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COVER TO BE CONCRETE 
LETTERED "WATER” NOTES: THRUST CONCRETE 
IN LETTERS THAT 1. ALL WATER MAIN THRUST MECHANICAL JOINT 
hee ae aa FITTINGS, BENDS, TEES, Beek / 
EXISTING WATER MAI PUSH—ON JOINT 


2 NOTCH PLUGS ETC. SHALL BE PUSH—ON JOIN 
OPENINGS RESTRAINED W/ THRUST 


PROPOSED PVC SEWER _ FINISHED GRADE BLOCKS EXCEPT WHERE 
S=1.00% (MIN 10’—0” (MIN) 2. ALL THRUST BLOCKS 
= PROPOSED GRADE oT SLT VARIES 
UNDISTURBED EARTH. ee 
3. SIZE OF CONCRETE ns 


PROPOSED WATER MAIN 
MECHANICAL JOINT 


TAPPING SLEEVE 











EXTENSION STEM FLANGE 


WHEN TOP OF 
OPERATING NUT ADJUSTABLE VALVE BOX 
BELOW GRADE MANUFACTURED BY THRUST BLOCKS SHALL 
LEBARON FOUNDRY OR So ae NOTED: EEG 
2” OPERATING APPROVED SUBSTITUTE a MINIMUM 


NUT MECHANICAL JOINT COMPRESSIVE STRENGTH 
OPEN RIGHT |_| ENDS WITH RETAINER OF THRUST BLOCK 
——— ae aes CONCRETE SHALL BE 
3,000 P.S.l. 
Q 5. KEEP CONCRETE 
































CLEANOUT 
SEE DETAIL 
PLUG 


COVER AS REQUIRED 


UNDISTURBED 
SIDE OF 
TRENCH 


ow 
LJ 
> 
o) 
O 
Zz 
= 
Xo) 
J 

st 


VALVE BOX OR VALVE 
INDICATOR AS REQ’D 


MECHANICAL JOINT/ 
PUSH-—ON JOINT 
TAPPING VALVE 


CLEAR OF MECHANICAL PLACE MASONRY BLOCK FRAME 


JOINTS. BACK FILL UNDER ACCESS PIPE ON 
6. THE BELOW COMPACTED FILL. DO NOT REST 


PREDICATED ON A 
WATER PRESSURE OF ELEVATION ON VALVE 


225 PSI AND A SOIL 

RESISTANCE OF 2000 

PSF (TILL). FOR OTHER 

SOILS THE VALUES IN CAPS & HYD. 

THE ABOVE TABLE (SQ.FT.) 
PIPE PER MASS. as SHALL BE MULTIPLIED 

PVC ADAPTER . . Pr 

WITH FLEXIBLE JOINT BUILDING CODE ee 4 ae BY: SOCKET CLAMPS AND 


CONTRACTOR MAY USE ANCHOR TEES AT HIS OPTION. 9 TIE RODS 
BUILDING SEWER SERVICE 
NOT TO SCALE 


UNDISTURBED NOT BEAR ANY PART OF 
MATERIAL THE VALVE ASSEMBLY 


“A 


) °C CONCRETE 
» | |i} Na | 4 AGAINST BOTTOM OF FLANGE SHALL 
oO — 


PROPOSED 
TEES, PLUGS, LA : WATER MAIN 





2.) HYDRANTS AND VALVES SHALL BE RIGHT TURN OPEN (OPEN RIGHT). 12 MECHANICAL JOINT 


20 1 16 TAPPING SLEEVE 
GATE VALVE 
NOT TO SCALE 





EXISTING WATER MAIN 


O 
THRUST BLOCK DETAILS TAPPING SLEEVE AND VALVE 
NOT TO SCALE NOT TO SCALE 





BRIAN D. 

JONES 

CIVIL 
PROPOSED 6”—90" 

PROPOSED 6” BEND WHERE NEW PAVEMENT OR ”PATCHING” 

REQUIRED TO MATCH EXISTING, AS 

6” MIN. COVER NOTES: SPECIFIED 









CONDITION & PIPE | **SELECT MATERIAL LINING MATERIAL Y—DIMENSION 


DUCTILE IRON 
: : TYPE |, Il, OR Ill | SAND OR TYPE Ill ae 

















CONCRETE SAW CUT JOINT WITH EMULSION 

50” FIBER 1... MINIMUM BURIAL DEPTH (FINISH GRADE TO APPLIED BEFORE PAVING/ 

FORM TO BE TOP OF PIPE) PATCHING 

LERT IN PLACE GRAVITY PIPE — SEE PLAN OR PROFILE EXISTING MOUND BACKFILL RCP : 
PRESSURE PIPE UNDER PAVING — 4’ PAVEMENT 6"+ “ORDINARY SOIL” TYPE Il OR lt SAND OR TYPE ll 3 
PRESSURE PIPE BENEATH UNPAVED — 3’ 
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2. WHERE BACKFILL IS DESIGNATED AS ALL PIPE OVER TYPE Il OR Il 
PROPOSED 6” COMPACTED, THIS MEANS 90 TO 95% 6 BEDROCK OR ace] TPE H OF Ore ae Dera Race ee SecocnaeS. INC 
PIPE STANDARD PROCTOR. AASHTO T—99. ALL FILL MIN 
PLACED BELOW PIPES AND STRUCTURES MUST COMPACTED GRAVEL mriCLECIRORL IN 
MEET THIS REQUIREMENT. MINIMUM BURIAL ae OGL TYPE Il OR Ill SAND 4” 
RUBBER GASKET OR 3. FOR ALL TRENCHES WITH A GRADE GREATER FANE Peres he 
MORTAR PROPOSED THAN 4% AND/OR WHERE GROUNDWATER IS TOP OF PIPE) RCP IN CLAY TYPE Il OR Ill SAND 
6” PVC TO EXISTING APPARENT, INSTALL CLAY DAMS AROUND THE VARIES | «SUITABLE 
ALL PLASTICS TYPE Ill SAND OR TYPE Il peoreee) Ae ieee On nee 
TO UNDISTURBED EARTH a EXISTING 
WITH CRUSHED STONE 12” BRICK 03/10/2021| ISSUED FOR ARB REVIEW 
‘ ii i s * SUITABLE MATERIAL SHALL CONTAIN NO STONE GREATER THAN 4” IN DIAMETER, NO FROZEN DATE DESCRIPTION 
12”+2xDIAMETER SELECT HAND PLACED LUMPS, AND ONLY MINOR AMOUNTS OF CLAY OR ORGANIC MATERIAL. ALL MATERIAL TO BE PLACED APPLICANT\OWNER: 


RUBBER GASKET OR 
MORTAR PROPOSED 6” 
PVC TO EXISTING 
BRICK PIPE 


EXISTING 12” 
SANITARY SEWER 
MAIN 

















CRUSHED STONE BEDDING 
3/4” MINIMUM 


SANITARY SEWER CHIMNEY CONNECTION DETAIL 
NOT TO SCALE 
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(18” MAX. OVER THE PIPE) | MATERIAL 






AND COMPACTED 





Y + LINING MATERIAL 





”D” PIPE DIAMETER 


IN MAX 12” LIFTS AND COMPACTED BEFORE PLACING NEXT LIFT. 


**TYPE | MATERIAL SHALL BE EITHER GRAVEL OR EXCAVATED MATERIAL CONTAINING NO STONES 


GREATER THAN 1.5” DIAMETER, NO FROZEN LUMPS, CLAY OR ORGANIC MATERIAL. 


192-200 MASSACHUSETTS AVE, LLC 
455 MASSACHUSETTS AVE, STE 1 
ARLINGTON, MA 02474 


nes ae **TYPE Il MATERIAL SHALL BE CLEAN, HARD, CRUSHED OR NATURAL STONE WITH A GRADATION BY 
UNDISTURBED WEIGHT OF 100% PASSING A 1.5” SQUARE OPENING, NOT MORE THAN 25% PASSING A 3” OPENING, PROJECT: 
SOIL OR ROCK AND NOT MORE THAN 5% PASSING A 4” SQUARE OPENING. 190 & 192-200 
**TYPE Ill MATERIAL SHALL BE CLEAN, HARD, CRUSHED STONE FREE FROM COATINGS AND 
TRENCH DETAIL THOROUGHLY WASHED WITH A GRADATION BY WEIGHT OF 100% PASSING A 1” SQUARE OPENING, MASSACHUSETTS AVE 





NOT TO SCALE 


AND O TO 5% PASSING A 4” SQUARE OPENING. 


ARLINGTON, MA 02476 
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DIG SAFE 





BEFORE YOU DIG 
CALL 811 OR 
1-888—DIG—SAFE 
1-888-344-7233 





MASSACHUSETTS AVENUE 


(PUBLIC — VARIABLE WIDTH) 


EXISTING TREE 


TO BE SAVED — SEE TREE 

PROTECTION DETAIL Be EMO GLA 
HPT eae CONSTRUCTION AND 
2HY REPLACED 

BHB 











PROPOSED MIXED-USE 


BUILDING 


APARTMENTS/RETAIL SHRUBS 
9,740+ SF FOOTPRINT 


MULCH BED 





= 


DECIDUOUS TREE 


EVERGREEN TREE 


FLOWERING TREE 


PERENNIALS/GROUNDCOVER 





PLANTING SCHEDULE-TREES, SHRUBS, GROUNDCOVERS & PERENNIALS 


QUANTITY BOTANICAL NAME 





COMMON NAME MIN. SIZE SPACING COMMENTS 





EVERGREEN TREES 





TO 26 THUJA O. ’WINTERGREEN’ 

















WINTERGREEN ARBORVITAE 6-7’ HT AS SHOWN 





TREES/SHRUBS 














HYDRANGEA PANICULATA 


LIMELIGHT’ TREE FORM 
HYDRANGEA ARBORESCENS 


"INVINCEBELLE WEE WHITE” 


HPT 1 





HY 4 














TREE FORM LIMELIGHT 5-6’ HT. 
HYDRANGEA TREEFORM 
INVINCIBELLE WEE WHITE 43 
HYDRANGEA 


AS SHOWN 








AS SHOWN 








PERENNIALS 














HEMEROCALLIS *HAPPY 
RETURNS’ 


HOSTA ’HADSPEN BLUE’ 














LOAM AND SOD 23 TO NOTES 
ALL DIST. AREAS, (SFT 0.C.) 
TYP. 1. 
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HAPPY RETURNS DAYLILLY STAGGERED 








HADSPEN BLUE HOSTA STAGGERED 








THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY 
OF ALLEN & MAJOR ASSOCIATES, INC. IT’S INTENDED USE IS TO 
PROVIDE INFORMATION. ANY ALTERATION, MISUSE, OR RECALCULATION 
OF INFORMATION OR DATA WITHOUT THE EXPRESSED, WRITTEN 
CONSENT OF ALLEN & MAJOR ASSOCIATES, INC. IS STRICTLY 
PROHIBITED. 


ALL LANDSCAPED AREAS WITH SHRUBS, TREES, AND PERENNIALS TO 
HAVE 18” MINIMUM DEPTH OF TOPSOIL. EIGHTEEN INCHES OF 
TOPSOIL AROUND TREES AND SHRUBS DOES NOT INCLUDE AMENDED 
PLANTING SOIL WITHIN TREE / SHRUB PIT FOR FULL DEPTH OF 
ROOTBALLS. SEE PLANTING DETAILS FOR PLANTING DEPTH AT 
SHRUBS AND TREES. ALL AREAS OF LOAM AND SEED OR LOAM & 
SOD TO HAVE 6” MINIMUM DEPTH OF TOPSOIL. TOPSOIL TO BE 
TESTED BY CONTRACTOR, AND APPROVED BY A&M PRIOR TO 
PURCHASE AND OR PLACEMENT. GENERAL CONTRACTOR, DEMOLITION 
CONTRACTOR, AND LANDSCAPE CONTRACTOR TO COORDINATE PROPER 
DEPTH OF EXISTING MATERIAL REMOVAL ACROSS SITE SO THAT 18” 
MINIMUM AND 6” MINIMUM DEPTHS OF PROPOSED TOPSOIL NOTED 
ABOVE ARE MET AT NO ADDITIONAL COST TO OWNER. SEE TOPSOIL 
DETAIL. 


GRAPHIC SCALE 
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LOAM AND SODDING NOTES LANDSCAPE NOTES CONT. 


CONTRACTOR SHALL SOD AREAS NOTED ON THE PLANS. 


SOD IS TO BE A BLEND OF FOUR TO FIVE CURRENT AND IMPROVED HYBRID BLUEGRASS 
AND FESCUE MIXES APPROPRIATE FOR BOTH SEMI-SHADED AND AREAS OF SUN. 


HYBRIDS MAY INCLUDE: BLACKSTONE KENTUCKY BLUEGRASS, AWARD KENTUCKY 
BLUEGRASS, CHALLENGER KENTUCKY BLUEGRASS, BLACKBURG II KENTUCKY BLUEGRASS OR 
COMPARABLE AND EQUAL BLUEGRASS HYBRIDS. 


1. SOD SHALL BE HIGH QUALITY, NURSERY GROWN ON CULTIVATED MINERAL 
AGRICULTURAL SOILS. SOD SHALL BE MOIST, AND MACHINE CUT AT A UNIFORM SOIL 
THICKNESS OF AT LEAST %” AT TIME OF CUTTING. MEASUREMENT FOR THICKNESS SHALL 
INCLUDE TOP GROWTH AND THATCH. SOD SHALL BE FREE OF DISEASES, WEEDS, BARE 
SPOTS, OR INSECTS. 


2. SODDING TO BE COMPLETED "IN SEASON” BETWEEN APRIL 1 TO JUNE 15 OR AUGUST 
15 TO OCTOBER 1, EXCEPT FOR RE-—SODDING OF BARE SPOTS. IF UNABLE TO SOD 
WITHIN THESE TIMEFRAMES, CONTRACTOR TO INSTALL EROSION CONTROL MATS ON ALL 
SLOPES 3:1 AND OVER, HYDROSEED ALL EXPOSED AREAS, ADD SOIL STABILIZER “FLUX 
TERRA HP—FGM SOIL STABILIZER” AS MANUFACTURED BY ”"PROFILE” TO HYDROSEED (AT 
RATE OF 3,000 LBS PER ACRE), AT NO ADDITIONAL COST TO THE OWNER. CONTRACTOR 
TO COMPLETE ALL ABOVE "OUT OF SEASON” REQUIREMENTS AND THEN ALSO BE 
RESPONSIBLE FOR RE-GRADING AND RE-SODDING ALL DISTURBED, ERODED, OR BARE 
SPOTS WITHIN NEXT CLOSEST PLANTING SEASON IN FALL OR SPRING AT NO ADDITIONAL 
COST TO OWNER. CONTRACTOR RESPONSIBLE FOR ALL MAINTENANCE UNTIL FINAL 
ACCEPTANCE OF LAWN AREAS INCLUDING: WATERING, ADDING FERTILIZERS AND LIME AND 
MOWING AT NO ADDITIONAL COST TO OWNER. 


3. COMMERCIAL FERTILIZER SHALL BE APPLIED AT THE RATE OF 25 POUNDS PER 1000 
SQ. FT. OR AS RECOMMENDED BY THE TESTING AGENCY. LIME TO BE SPREAD AT THE 
RATE OF 100 POUNDS PER 1000 SQ. FT OR AS RECOMMENDED BY THE TESTING AGENCY. 
COMMERCIAL FERTILIZER SHALL BE A COMPLETE FERTILIZER CONTAINING AT LEAST 50% OF 
THE NITROGEN OF WHICH IS DERIVED FROM NATURAL ORGANIZE SOURCES OF UREAFORM. 
IT SHALL CONTAIN THE FOLLOWING PERCENTAGES BY WEIGHT: NITROGEN (N) 10%, 
PHOSPHORUS (P) 6%, POTASH (K) 4%. LIME SHALL BE AN APPROVED AGRICULTURAL 
LIMESTONE CONTAINING NOT LESS THAN 85% OF TOTAL CARBONATES. LIMESTONE SHALL 
BE GROUND TO SUCH FINENESS THAT 50% WILL PASS A 100 MESH SIEVE AND 90% WILL 
PASS THROUGH A 20 MESH SIEVE. 


4. CONTRACTOR RESPONSIBLE FOR WATERING, MOWING, AND RE-—SODDING OF LAWN BARE 
SPOTS UNTIL A UNIFORM, HEALTHY STAND OF GRASS IS ESTABLISHED AND ACCEPTED. 


LANDSCAPE NOTES 
1. 


ALL WORK SHALL BE IN ACCORDANCE WITH THE REQUIREMENTS OF THE TOWN OF 
ARLINGTON, MA. 


2. PLANTING PLAN IS DIAGRAMMATIC IN NATURE. FINAL PLACEMENT OF PLANTS TO BE 
APPROVED BY THE LANDSCAPE ARCHITECT IN THE FIELD. 


3. THE CONTRACTOR SHALL BE RESPONSIBLE FOR CONTACTING ALL UTILITY COMPANIES, ANY 
PERMITTING AGENCIES, AND "DIG—SAFE” (1-888-344-7233) AT LEAST 72 HOURS IN 
ADVANCE OF ANY WORK THAT WILL REQUIRE EXCAVATION. CONTRACTOR SHALL NOTIFY THE 
OWNERS REPRESENTATIVE OF NAY CONFLICTS IN WRITING. 


4. NO PLANT MATERIAL SHALL BE INSTALLED UNTIL ALL GRADING AND CONSTRUCTION HAS 
BEEN COMPLETED IN THE IMMEDIATE AREA, ANY TREES NOTED AS "SEAL OR SELECTED 
SPECIMEN” SHALL BE TAGGED AND SEALED BY THE LANDSCAPE ARCHITECT. 


5. ALL TREES SHALL BE BALLED AND BURLAPPED (B&B) UNLESS OTHERWISE NOTED OR 
APPROVED BY THE OWNER’S REPRESENTATIVE AND LANDSCAPE ARCHITECT. 


6. CONTRACTOR SHALL VERIFY QUANTITIES SHOWN ON PLANT LIST. QUANTITIES SHOWN ON 
PLANS SHALL GOVERN OVER PLANT LIST. 


7. ANY PROPOSED PLANT SUBSTITUTIONS MUST BE APPROVED IN WRITING BY OWNER’S 
REPRESENTATIVE AND LANDSCAPE ARCHITECT. 


8. ALL PLANT MATERIALS INSTALLED SHALL MEET THE GUIDELINES ESTABLISHED BY THE 
STANDARDS FOR NURSERY STOCK PUBLISHED BY THE AMERICAN ASSOCIATION OF 
NURSERYMEN. 


9. ALL PLANT MATERIALS SHALL BE GUARANTEED FOR ONE YEAR FOLLOWING DATE OF 
ACCEPTANCE. 


DIG SAFE 





BEFORE YOU DIG 
CALL 811 OR 
1-888—DIG—SAFE 
1-888-344-7233 
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ALL DISTURBED AREAS NOT OTHERWISE NOTED SHALL RECEIVE 6” OF SUITABLE 
LOAM & SEED LAWNS WITH 3:1 OR GREATER SLOPES SHALL BE PROTECTED 
WITH AN EROSION CONTROL BLANKET. 


ANY FALL TRANSPLANTING HAZARD PLANTS SHALL BE DUG IN THE SPRING AND 
STORED FOR FALL PLANTING. 


TREES SHALL HAVE A MINIMUM CALIPER AS INDICATED ON THE PLANTING 
SCHEDULE TAKEN ONE FOOT ABOVE THE ROOT CROWN. 


ALL PLANT BEDS AND TREE SAUCERS TO RECEIVE 3” OF PINE BARK MULCH. 
GROUND COVER AREAS SHALL RECEIVE 1” OF PINE BARK MULCH 


ALL DECIDUOUS TREES ADJACENT TO WALKWAYS AND ROADWAYS SHALL HAVE A 
BRANCHING PATTERN TO ALLOW FOR A MINIMUM OF 7’ OF CLEARANCE BETWEEN 
THE GROUND AND THE LOWEST BRANCH. 


ALL TREE STAKES SHALL BE STAINED DARK BROWN. 


CONTRACTOR RESPONSIBLE FOR WATERING, AND RESEEDING OF BARE SPOTS UNTIL 
A UNIFORM STAND OF VEGETATION IS ESTABLISHED AND ACCEPTED. 


ALL PARKING ISLANDS PLANTED WITH SHRUBS SHALL HAVE 24” OF TOP SOIL. 
FINISH GRADE SHALL BE EQUAL TO THE TOP OF CURB. 


SOIL SAMPLES, TESTS, AND SHOP DRAWINGS SHALL BE PROVIDED TO THE 
LANDSCAPE ARCHITECT OR THE OWNER FOR APPROVAL PRIOR TO CONSTRUCTION. 


AN MINIMUM 18” WIDE BARRIER OF 1” GRAY OR TAN PEASTONE SHALL BE 
INSTALLED IN ALL PLANT BEDS WHICH ABUT THE BUILDINGS. NO MULCH IS 
ALLOWED WITHIN 18” OF ALL BUILDINGS PER THE LATEST EXECUTIVE OFFICE OF 
PUBLIC SAFETY AND SECURITY DEPARTMENT OF FIRE SERVICES REGULATION (527 
CMR 17.00). INSTALL 6” DEEP OF PEASTONE WITH MIRAFI WEED FABRIC BENEATH 
AND STEEL EDGING BETWEEN THE PEASTONE AND ADJACENT MULCH BED. 


ALL PROPOSED LANDSCAPE AREAS INCLUDING MOWED LAWNS, TREES, SHRUB 
BEDS, AND PERENNIALS SHALL BE PROVIDED WITH WATER EFFICIENT 
UNDERGROUND IRRIGATION. DESIGN AND INSTALLATION OF IRRIGATION SYSTEM TO 
BE PERFORMED BY AN APPROVED IRRIGATION DESIGN BUILD CONTRACTOR OR BY 
AN APPROVED EQUAL, TO BE DETERMINED BY THE OWNERS REPRESENTATIVE AND 
LANDSCAPE ARCHITECT. IRRIGATION SYSTEM IS TO BE DESIGNED FOR EFFICIENT 
WATER USAGE INCLUDING: USE OF DRIP IRRIGATION FOR SHRUBS AND 
PERENNIALS, IRRIGATION SYSTEM WITH HEAD—TO—HEAD COVERAGE, A CENTRAL 
SHUT—OFF VALVE, AND A RAIN SENSOR TO SHUT OFF IRRIGATION DURING RAIN 
EVENTS. 


SEED. SEE 
LANDSCAPE 
PLAN FOR 
TYPE 


OFFSITE COMPACTED 
SCREENED 
SEE TOPSOIL 
LANDSCAPE (NO STONES 
PLAN LARGER 
GENERAL NOTE THAN 3/8”) 
# 3 


FOR DEPTHS COMPACTED 
= os rep] Sunerane SOILS. 


TEXTURE CLASS Z_OF TOTAL WEIGHT 
SAND 45% — 65% 
SILT 15% — 35% 
CLAY 5% — 20% 








SIEVE % PASSING 
3/8” 100 

NO. 4 85-100 

NO. 40 60-85 

NO. 100 38-60 

NO. 200 10-35 

20 um LESS THAN 5% 


NOTES: 
1. TOP OF LOAM (TOPSOIL) IS FINISH GRADE. 


2. ALL TOPSOIL (BOTH ONSITE AND OFFSITE SOURCES) SHALL BE 
COMPOSED OF A NATURAL, FERTILE, FRIABLE SOIL TYPICAL OF 
CULTIVATED TOPSOILS OF THE LOCALITY. OFFSITE SOIL SHALL BE 
SUITABLE FOR THE GERMINATION OF SEEDS AND SUPPORT OF 
VEGETATIVE GROWTH, WITH ADDITIVES, IF REQUIRED, TO ACHIEVE 
PARTICLE DISTRIBUTION AND ORGANIC CONTENT BELOW. TOPSOIL 
SHALL BE TAKEN FROM A WELL—DRAINED, ARIABLE SITE, FREE OF 
SUBSOIL, LARGE STONES, EARTH CLODS, STICKS, STUMPS, CLAY 
LUMPS, ROOTS, OTHER OBJECTIONABLE, EXTRANEOUS MATTER OR 
DEBRIS NOR CONTAIN TOXIC SUBSTANCES. 


THE CONTRACTOR SHALL PROVIDE THE OWNER / LANDSCAPE 
ARCHITECT WITH TOPSOIL TEST RESULTS (RECOMMEND UMASS 
AMHERST SOIL TESTING LAB) FOR APPROVAL PRIOR TO OBTAINING AND 
PLACING THE SOIL. IF ANY TOPSOIL IS PURCHASED OR PLACED 
PRIOR TO APPROVAL BY OWNER / LANDSCAPE ARCHITECT, IT IS AT 
CONTRACTORS RISK, AND IT CAN BE REMOVED AT NO ADDITIONAL 
COST TO THE OWNER. IF THE PLANTING SOIL (BOTH ONSITE AND 
OFFSITE SOURCES) DOES NOT FALL WITHIN THE REQUIRED SIEVE 
ANALYSIS, TEXTURAL CLASS, ORGANIC CONTENT, OR PH RANGE, IT 
SHALL BE ADJUSTED TO MEET THE SPECIFICATIONS THROUGH THE 
ADDITION OF SAND, COMPOST, LIMESTONE, OR ALUMINUM SULFATE TO 
BRING IT WITHIN THE SPECIFIED LIMITS AT NO ADDITIONAL COST TO 
THE OWNER. 


TOPSOIL SHALL HAVE A PH VALUE BETWEEN 5.5 AND 6.5. TOPSOIL 
SHALL CONTAIN BETWEEN 4% AND 8% ORGANIC MATTER OF TOTAL DRY 
WEIGHT AND SHALL CONFORM TO THE FOLLOWING GRADATION AND 
TEXTURE CLASS ABOVE. 


TOPSOIL FOR LAWN, TREES, SHRUBS, & PERENNIALS 
NOT TO SCALE 


Va REMOVE ARBORKNOT AFTER ONE 
GROWING SEASON 


Y ARBORKNOT BY DEEP ROOTS OR 
WIZ APPROVED EQUAL 
. YY 
WY 
WW 2 3” BARK MULCH IN SAUCER 
SAWS ZAZ ” 
NSN y PLANT SAUCER, 4” CONTINUOUS WITH 
INVA, BARK MULCH 
y \ dh WARNING FLAG 18” ABOVE FINISH 
WN Vi CG FINISH GRADE 
Ny \ Z ZG 


‘ NO 22 
AN WZ SET ANGLE OF GUYS TO ENTER 
VwwweF GROUND AT LIMIT OF BRANCH 
Wy EZ 


| 


Ne eee L STEEL EYE STAKES BY DEEP ROOTS 
eae OR APPROVED EQUAL 


Rees A 
“ ROOTBALL] 
PLANTING SOIL MIX: BACKFILL IN LOOSE 

LIFTS OF 6”—8” DEPTH. SETTLE WITH 


ROOTBALL 


a CUT AND REMOVE BURLAP AND 
WIRE BASKETS ENTIRELY. 


(2) MIN. 2” X 2” X 8 \ ARBOR TIES BY DEEP ROOTS 
WOOD POSTS FOR Nh OR APPROVED EQUAL 


TREES UNDER 3” CA Z--REMOVE STAKES AFTER ONE 
Y GROWING SEASON 


10’-0” FOR TREES > 3” CAL. 
870” FOR TREES a CAL. AND 3” BARK MULCH 
UNDER 
4” EARTH SAUCER WITH 
6” MIN. TOPSOIL; ; | BARK MULCH 
NEW OR EXISTING —s “EG es 


my y ee 
Sie Ka Es WORE ES a UT & REMOVE BURLAP 
BACK FILL SEE 4 ASS RE AND WIRE BASKET ENTIRELY. 
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F 


3_X DIA. O | 
UNDISTURBED SOIL ROOTBALL 


WITH SLOPED 
ROOTBALL SIDES 


¢ 
ROOTBALL 


REINFORCED RUBBER HOSE 


TREE PIT 


2.0 % 
ROOTBALL 
r© 


3 POSTS FOR ALL TREES 
3” CALIPER & OVER 


3 X DIA. 
ROOTBALL 


WITH SLOPED SIDES 


TREE DRIPLINE 


METAL STAKE 


CONSTRUCTION FENCE 


Sree OF TREE TRUNK 
ADJUST FOR FIELD CONDITIONS 


NOTE: 
1. CONSTRUCTION FENCE TO BE "VISUAL BARRIER FENCE” AS MANUFACTURED 


BY EXXON CHEMICAL COMPANY ATLANTA, GA; "KONTROL SAFETY FENCE” AS 
MANUFACTURED BY MIRAFI, CHARLOTTE, N.C. OR APPROVED EQUAL. 


2. IF GROUPS OF TREES ARE TO BE PROTECTED, EXTEND FENCE AROUND 
PERIMETER TO CONFORM TO MINIMUM DIMENSIONS FOR TREE 
TRUNKS AND DRIPLINE. 


© OC. (TYP.) METAL POSTS 


_i-___ TEMPORARY 
i CONSTRUCTION 
/ FENCE 
i 
i 


TEMP. CONST. FENCE / TREE PROTECTION 


NOT TO SCALE 


THOROUGH WATERING. SEE NOTES 3&4. 


NOTES 


1. TREES SHALL BEAR SAME RELATIONSHIP TO FINISH GRADE AS IT BORE 
TO NURSERY OR FIELD GRADE. ROOT FLARE SHALL BE 2” ABOVE 
FINISH GRADE. REMOVE SOIL FROM TRUNK FLARE OF TREE TO 
DETERMINE ACTUAL TOP OF ROOTBALL AREA. 


INSTALL THREE GUYS PER TREE; EQUALLY SPACED AROUND BALL. 
ATTACH GUYS AT 2/3 HEIGHT OF TREE. 


BACKFILL WITH PLANTING MIX. PLANT MIX TO BE: 50% NATIVE TOPSOIL, 
20% COMPOST (LEAVES & ORGANIC MATERIAL, NO ASH) 20% PEAT 
MOSS, 10% SAND. 


ADD MYCORRHIZA SOIL ADDITIVES AND SLOW RELEASE FERTILIZER WHEN 
PLANT HOLES ARE 50% FILLED AND WATER THOROUGHLY AT 
COMPLETION. 


EVERGREEN TREE DETAIL 
NOT TO SCALE 


NOTES: 


1. ALL TREES SHALL HAVE THE SAME RELATIONSHIP TO FINISH GRADE 
AFTER PLANTING AS THEY HAD AT THE ORIGINAL NURSERY SETTING. 
ROOT FLARE SHALL BE 2” ABOVE FINISH GRADE. REMOVE SOIL FROM 
TRUNK FLARE OF TREE TO DETERMINE ACTUAL ROOTBALL AREA. 


BACKFILL WITH PLANTING MIX. PLANT MIX TO BE: 50% NATIVE TOPSOIL, 
20% COMPOST (LEAVES & ORGANIC MATERIAL, NO ASH) 20% PEAT 
MOSS, 10% SAND. 


ADD MYCORRHIZA SOIL ADDITIVES AND SLOW RELEASE FERTILIZER WHEN 
PLANT HOLES ARE 50% FILLED AND WATER THOROUGHLY AT 
COMPLETION. 


DECIDUOUS TREE PLANTING DETAIL 
NOT TO SCALE 


NOTES: 

1. ALL SHRUBS SHALL HAVE THE SAME RELATIONSHIP TO FINISH GRADE 
AFTER PLANTING AS THEY HAD AT THE ORIGINAL NURSERY SETTING. 
SET SHRUB 1”—2” ABOVE FINISH GRADE. 
BACKFILL WITH PLANTING MIX. PLANT MIX TO BE: 50% NATIVE 
TOPSOIL, 20% COMPOST (LEAVES & ORGANIC MATERIAL, NO ASH) 20% 
PEAT MOSS, 10% SAND. 
ADD MYCORRHIZA SOIL ADDITIVES AND SLOW RELEASE FERTILIZER 
WHEN PLANT HOLES ARE 50% FILLED AND WATER THOROUGHLY AT 
COMPLETION. 

4. SHRUB BEDS TO HAVE 24” MIN. OF CONTINUOUS PLANTING SOIL. 


3” BARK MULCH QF REMOVE SOIL FROM 
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June 7th, 2021 Updated Submission Comments 


190 & 190-200 Massachusetts Avenue Arlington, MA 


Overall Project Change: 


The building has gone from 5 stories down to 4 stories and the overall unit count now is 24 
units. After hearing all the feedback from the ARB as well as the community we feel this new 
layout is much less impactful on the neighborhood. We no longer will be requesting relief from 
the rear height buffer. Knowing that affordable housing is important to the Town we are still 
going to maintain our 20% affordable rate, which is what we were offering when we had 37 
units. We are also decreasing our parking down to 14 total as well as incorporating one more 
electric changing station. 


Net Zero: 


The plan for this building is similar to 882-892 Mass Ave where the units will utilize electric. The 
roof will be “solar ready” and able to handle those loads structurally. We support Arlington’s 
agenda of net zero and have proactively worked with Ken Pruitt, the Town Energy Manager on 
882-892 Mass Ave. The building at 882-892 Mass Ave is serving as a case study on how this 
kind of design can be done. We plan on executing the same way for this project. 


Commercial Space: 


We have done our best to reshape and reorganize the commercial space to make it more 
functional and usable. We are extending/squaring off the space on Lake Street, which adds to 
the appearance of the building on that side. We also moved the entrance to the residential units 
to the former bank entrance as we had to slide the parking down towards Chandler Street in 
order to add to the commercial space making it more robust. In this process we also included 
the location up through the building for ventilating a hood. We believe this size commercial 
space can do well at this location and hopefully whatever tenant ends up moving into it can be a 
staple in the building for a long time. These changes have increased the commercial space from 
2,084 SF to 2,430 SF. 


At the end of the day, a building is a business, and we have to make decisions with that in mind. 
Just like with any business if you don’t ever adapt and change you go out of business. We 
believe this is a situation where quality over quantity is important. We also believe that this size 
space is what the market supports post COVID. The inquiries we have received as of late (and 
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prior to Covid) have been for 1000-2000+/- SF. In the roughly 20 months prior to COVID, two 
restaurants declared bankruptcy where the tenant owed substantial rent to the landlord. This 
building is not a “destination” location compared to what you might think when you see a 
traditional shopping plaza. The commercial space is going to largely survive off of local foot 
traffic/walk-in traffic. Commercial/Retail has been experiencing a slow negative trend before the 
pandemic this past year accelerated that trend, which is why when you drive through many 
different towns, not just Arlington, there are many vacant storefronts. Therefore, we think that a 
single user or two smaller users would benefit from local foot traffic as well as the residential 
units located in the building. Other local businesses would consider the residential units a 
benefit to their businesses. 


For informational purposes | had a brokerage firm put together an update on the rental market in 
Arlington which shows a current rate of 17.3%. However, this doesn't include any spaces that 
haven't been reported as vacant, spaces that have tenants who haven't officially moved out yet 
that are maybe out of business, as well as tenants who aren't currently paying rent and their 
situation isn’t necessarily clear. This structure, as proposed, with a large portion being 
residential will make it so the building will never be in the situation it is now, which is run down. 
The residential units will be able to support the commercial space if it changes over time, repair 
damage, or complete different buildouts over time. The way the current commercial space is 
structured can make it very difficult in some cases if two tenants go out of business in a row, or 
multiple tenants leave at one time to keep things maintained. As a landlord, in that case, you 
could have invested money into the build out and never gotten that back, which could be on top 
of still being owed money from the lease. We believe our proposal is a balanced approach that 
is going to create a long-lasting successful building that can help bring people to Arlington and 
be a building the town can find pride in. 


Traffic: 


Our traffic consultant from MDM is fully prepared to discuss the study he performed for this 
project. His overall findings, in summary, is that this new development, compared to what has 
historically been at this location, will derive less trips per day and be less impactful on the 
neighborhood. This mainly stems from the fact all the previous businesses generate a lot of in 
and out traffic all day long seven days a week. Fourteen parking spaces on average are going to 
generate a few trips a day. Every car will not be coming and going every single day. Some 
renters may have a car because they want one but not use it very often. We are also attaching 
an enlarged site plan showing all the parking in the area that is available both for a retail user 
as well as visitors. | would also add the entrance we are using for the parking garage has 
always been a curb cut. Currently, there are 3 spaces behind the bank building as well as 2 
dumpsters. We are adding 11 more cars that will not be in and out all day long multiple times. 
Surrounding neighbors are worried about the traffic, but since we do in fact have less 
commercial space than what has been traditionally there over the last ten+ years, we are 
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eliminating many deliveries for a few businesses multiple times a day. Those deliveries would 
include larger trucks with back-up noises. 


Underground Parking: 


In previous iterations we had already explored underground parking prior to the submission of 
our application. We had a fully engineered plan done by our engineers and even with an 
increased grade to the upper limits we found that the real issue is the building does not have a 
large enough footprint to support adequate parking below the building. Therefore, the fact that 
we are only able to get 5 spaces combined with the economic infeasibility for those five, we 
cannot move forward with underground parking. 


Exterior Design: 


Best efforts combined with feedback led us to make changes to the exterior of the building to tie 
everything together and create more flow between the commercial and residential portion of the 
building. A small change to note is that by moving the interior staircase exit out onto Lake 
Street, more green space was gained in the rear of the building. The building seems to tie 
together with Capitol Square along with improvements along both Chandler and Lake Street. 
Specifically, on Lake Street where the commercial space has expanded down the street around 
the corner creates more life to that side of the building. 


Second Floor Office Space: 


We explored the option of office space on the second floor with our design team as well as our 
code consultants. The main insurmountable issue was we most likely would have to add 
another elevator and a third staircase in order to keep access separate as there is a security 
and peaceful enjoyment of residential tenants to consider as a priority. In addition, those 
alterations would disrupt the current commercial space as laid out. Due to those reasons, we 
find that option to not be economically viable or desirable. 
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TOWN OF ARLINGTON 

REDEVELOPMENT BOARD 

Application for Special Permit In Accordance with Environmental Design 
Review Procedures (Section 3.4 of the Zoning Bylaw) 












































Docket No. 
1. Property Address 190 & 192-200 Massachusetts Ave 
Name of Record Owner(s) 190-200 Massachusetts Ave, LLG Phone _781-654-6306 
Address of Owner _ 455 Massachusetts Ave . Ste 1 , Arlington, MA 02474 
Street City, State, Zip 
2. Name of Applicant(s) (if different than above) Same as above 
Address Phone 
Status Relative to Property (occupant, purchaser, etc.) 
3. Location of Property __ Map 6, Block 3, Lots 1A and 1B 
Assessor's Block Plan, Block, Lot No. 
4. Deed recorded in the Registry of deeds, Book , Page : 
-or- registered in Land Registration Office, Cert. No. 3413N_, in Book 1362 _, Page _16 
1376 27 
5. Present Use of Property (include # of dwelling units, if any) Retail, Service, Restaurant 
6. Proposed Use of Property (include # of dwelling units, if any) __ Mixed-Use 





24 Apartment Units & Retail or Restaurant 























7. Permit applied for in accordance with 34 Environmental Design Review 
the following Zoning Bylaw section(s) 552 i i 
SP (Mixed-Use <=20,000SF) 
section(s) title(s) 
8. Please attach a statement that describes your project and provide any additional information that may aid the ARB in 


understanding the permits you request. Include any reasons that you feel you should be granted the requested permission. 


See Attached 


(In the statement below, strike out the words that do not apply) 
The applicant states that 192-200 Massachusetts Ave, LLC is the owner -or- occupant -or- purchaser under agreement of the 
property in Arlington located at_{190 & 192-200 Massachusetts Ave 
which is the subject of this application; and that unfavorable action -or- no unfavorable action has been taken by the Zoning Board 
of Appeals on a similar application regarding this property within the last two years. The applicant expressly agrees to comply 
with any and all conditions and qualifications imposed upon this permission, either by the Zoning Bylaw or by the Redevelopment 
Board, should the permit be granted. 











Signature of Applicant(s) 





Address Phone 
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Town of Arlington Redevelopment Board 
Application for Special Permit in accordance with 
Environmental Design Review (Section 3.4) 


Required Submittals Checklist 


Two full sets of materials and one electronic copy are required. A model may be requested. 
Review the ARB’s Rules and Regulations, which can be found at arlingtonma.gov/arb, for the full 
list of required submittals. 


_X_ Dimensional and Parking Information Form (see attached) 

_X__ Site plan of proposal 

_N/A_ Model, if required 

_X Drawing of existing conditions 

_X___ Drawing of proposed structure 

_X____ Proposed landscaping. May be incorporated into site plan 

_X___ Photographs 

_X____ Impact statement 

NA_ Application and plans for sign permits 

_X__ Stormwater management plan (for stormwater management during construction for projects 
with new construction 

FOR OFFICE USE ONLY 





Special Permit Granted Date: 





Received evidence of filing with Registry of Deeds Date: 


Notified Building Inspector of Special Permit filing Date: 
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TOWN OF ARLINGTON 

REDEVELOPMENT BOARD 

Petition for Special Permit under Environmental Design Review (see Section 3.4 of the 
Arlington Zoning Bylaw for Applicability) 


For projects subject to Environmental Design Review, (see Section 3.4), please submit a statement that completely describes your 
proposal, and addresses each of the following standards. 


1. 


Preservation of Landscape. The landscape shall be preserved in its natural state, insofar as practicable, by minimizing 
tree and soil removal, and any grade changes shall be in keeping with the general appearance of neighboring developed 
areas. 


Relation of Buildings to Environment. Proposed development shall be related harmoniously to the terrain and to the 
use, scale, and architecture of existing buildings in the vicinity that have functional or visual relationship to the proposed 
buildings. The Arlington Redevelopment Board may require a modification in massing to reduce the effect of shadows 
on abutting property in an RO, R1 or R2 district or on public open space. 


Open Space. All open space (landscaped and usable) shall be so designed as to add to the visual amenities of the vicinity 
by maximizing its visibility for persons passing the site or overlooking it from nearby properties. The location and 
configuration of usable open space shall be so designed as to encourage social interaction, maximize its utility, and 
facilitate maintenance. 


Circulation. With respect to vehicular, pedestrian and bicycle circulation, including entrances, ramps, walkways, drives, 
and parking, special attention shall be given to location and number of access points to the public streets (especially in 
relation to existing traffic controls and mass transit facilities), width of interior drives and access points, general interior 
circulation, separation of pedestrian and vehicular traffic, access to community facilities, and arrangement of vehicle 
parking and bicycle parking areas, including bicycle parking spaces required by Section 8.13 that are safe and convenient 
and, insofar as practicable, do not detract from the use and enjoyment of proposed buildings and structures and the 
neighboring properties. 


Surface Water Drainage. Special attention shall be given to proper site surface drainage so that removal of surface 
waters will not adversely affect neighboring properties or the public storm drainage system. Available Best Management 
Practices for the site should be employed, and include site planning to minimize impervious surface and reduce clearing 
and re-grading. Best Management Practices may include erosion control and storm water treatment by means of swales, 
filters, plantings, roof gardens, native vegetation, and leaching catch basins. Storm water should be treated at least 
minimally on the development site; that which cannot be handled on site shall be removed from all roofs, canopies, 
paved and pooling areas and carried away in an underground drainage system. Surface water in all paved areas shall be 
collected at intervals so that it will not obstruct the flow of vehicular or pedestrian traffic, and will not create puddles in 
the paved areas. 


In accordance with Section 3.3.4, the Board may require from any applicant, after consultation with the Director of 
Public Works, security satisfactory to the Board to insure the maintenance of all storm water facilities such as catch 
basins, leaching catch basins, detention basins, swales, etc. within the site. The Board may use funds provided by such 
security to conduct maintenance that the applicant fails to do. The Board may adjust in its sole discretion the amount and 
type of financial security such that it is satisfied that the amount is sufficient to provide for the future maintenance needs. 


Utility Service. Electric, telephone, cable TV and other such lines and equipment shall be underground. The proposed 
method of sanitary sewage disposal and solid waste disposal from all buildings shall be indicated. 


Advertising Features. The size, location, design, color, texture, lighting and materials of all permanent signs and outdoor 
advertising structures or features shall not detract from the use and enjoyment of proposed buildings and structures and the 
surrounding properties. Advertising features are subject to the provisions of Section 6.2 of the Zoning Bylaw. 
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8. Special Features. Exposed storage areas, exposed machinery installations, service areas, truck loading areas, 
utility buildings and structures, and similar accessory areas and structures shall be subject to such setbacks, 
screen plantings or other screening methods as shall reasonably be required to prevent their being incongruous 
with the existing or contemplated environment and the surrounding properties. 


9. Safety. With respect to personal safety, all open and enclosed spaces shall be designed to facilitate building 
evacuation and maximize accessibility by fire, police, and other emergency personnel and equipment. Insofar 
as practicable, all exterior spaces and interior public and semi-public spaces shall be so designed as to 
minimize the fear and probability of personal harm or injury by increasing the potential surveillance by 
neighboring residents and passersby of any accident or attempted criminal act. 


10. Heritage. With respect to Arlington's heritage, removal or disruption of historic, traditional or significant uses, 
structures, or architectural elements shall be minimized insofar as practicable, whether these exist on the site or 
on adjacent properties. 


11. Microclimate. With respect to the localized climatic characteristics of a given area, any development which 
proposes new structures, new hard-surface ground coverage, or the installation of machinery which emits 
heat, vapor, or fumes, shall endeavor to minimize, insofar as practicable, any adverse impact on light, air, and 
water resources, or on noise and temperature levels of the immediate environment. 


12. Sustainable Building and Site Design. Projects are encouraged to incorporate best practices related to 
sustainable sites, water efficiency, energy and atmosphere, materials and resources, and indoor 
environmental quality. Applicants must submit a current Green Building Council Leadership in Energy and 
Environmental Design (LEED) checklist, appropriate to the type of development, annotated with narrative 
description that indicates how the LEED performance objectives will be incorporated into the project. 
[LEED checklists can be found at http://www.usgbc.org/DisplayPage.aspx? CMSPageID=220b | 





In addition, projects subject to Environmental Design Review must address and meet the following 
Special Permit Criteria (see Section 3.3.3 of the Zoning Bylaw): 


1. The use requested is listed as a special permit in the use regulations for the applicable district or is so 
designated elsewhere in this Bylaw. 


2. The requested use is essential or desirable to the public convenience or welfare. 

3. The requested use will not create undue traffic congestion or unduly impair pedestrian safety. 

4. The requested use will not overload any public water, drainage or sewer system or any other municipal system 
to such an extent that the requested use or any developed use in the immediate area or in any other area of the 
Town will be unduly subjected to hazards affecting health, safety or the general welfare. 


5. Any special regulations for the use as may be provided in this Bylaw are fulfilled. 


6. The requested use will not impair the integrity or character of the district or adjoining districts, nor be 
detrimental to the health, morals, or welfare. 


7. The requested use will not, by its addition to a neighborhood, cause an excess of the particular use that 
could be detrimental to the character of said neighborhood. 


4 Updated 2@ueha8s, 2018 


TOWN OF ARLINGTON 
Dimensional and Parking Information 
for Application to 

The Arlington Redevelopment Board Docket No. 


Property Location _190 & 192-200 Massachusetts Ave Zoning District _B3 


Owner: 192-200 Massachusetts Ave, LLC Address: _455 Massachusetts Ave, Arlington, MA 


Present Use/Occupancy: No. of Dwelling Units: Uses and their gross square feet: 


Retail, Service, Restaurant 1-Story 9,916 GSF 








Proposed Use/Occupancy: No. of Dwelling Units: Uses and their gross square feet: 


Mixed-Use, 24 Apartment Units & Retail/Restaurant 4-Story Mixed-Use, 35,759 GSF 



















































































Min. or Max. 
Present Proposed Required by Zoning 
Conditions Conditions for Proposed Use 
Lot Size 11,134 SF 11,134 SF min, 777 
Frontage 102.1 FT 102.1 FT min. 50 FT 
Floor Area Ratio 0.9 3.2 max. 1-9 
Lot Coverage (%), where applicable N/A N/A max. ---- 
Lot Area per Dwelling Unit (square feet) N/A 464 SF min. ---- 
Front Yard Depth (feet) 0 FT OFT min. 0 FT 
Side Yard Width (feet) right side 0.6 FT 7. FT min. 0 FT 
left side fe min. === 
Rear YardDepth (feet) ee min. (H+L)/6 
Height Sees I eee min. ----~ 
Stories 1-STORY 4-STORY stories 0° STORY 
Feet 20 FT +/- <50 FT feet 60 FT 
Open Space (%ofG.F.A.) min. -77-" (Res. Floor Area) 

97 SF/11,134 SF Y 4 18,670 SF (Res. Fl 
eee 0.9% 6.6 % ie) 10% 1,867 Src Ra Re ee 
Usable (square feet) 0% 11.5 Te (s.f.) 20% 3,734 SF 18,670 SF (Res. Floor 

‘ - Area) X 0.20 = 3,734 SF 
j one ‘ 
Parking Spaces (No.) min, 29.4 
S . Floor A 

Parking Area Setbacks (feet), where applicable OFT N/A min. N/A ——— 
Loading Spaces (No.) N/A N/A min. N/A 
Type of Construction NEW CONSTRUCTION 
Distance to Nearest Building 12.0 FT 19.2 FT min. 
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Changes to Civil Plans; 


1. 


wy 


Garage drive aisle reduced from 24 to 22 ft. Relief requested from ARB for reduction. Allowed 
for an increase in commercial space to 2,436 sf. 

Parking space dimensions reduced to be 8 ft wide by 18 ft long. Relief requested from ARB for 
reduction. Figure Provided for turning movements. 

Stairs and sidewalk connection along south western property line removed. Landscaped open 
space increased to 6.6% of residential floor area, and 11.1% of lot area. This change now has the 
proposed project result in approximately 1,034 square feet of impervious material being 
replaced with landscaped areas. 

An additional EV space has been added. 

Short term bike spaces have been relocated into the garage area. 

FAR reduced to 3.2, deck space not included per definition 5.3.22 
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Key Performance Indicators 
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Market Sale Price Per SF By Star Rating 
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Probability Of Selling In Months 


No Data Available 


No data available for the current selection 
=== 50% Probability Threshold 


Sale To Asking Price Differential 


No Data Available 


| No data available for the past 10 years 


For Sale Total Listings 


No Data Available 


No data available for the past 10 years 


# 17422751 
a 
Oe] CoStar” 


4/6/2021 
40 of 285 


© 2021 CoStar Realty Information Inc. Page 16 


| Search Analytics | Analytics 


For Sale Total SF For Sale Asking Price Per SF 
No Data Available No Data Available 
No data available for the past 10 years No data available for the past 10 years 
Top Buyers Top Sellers 
No Data Available No Data Available 
No data available for the current selection No data available for the current selection 


# 17422751 4/6/2021 


a 
© 2021 CoStar Realty Information Inc. 41 of 285 Oe] CoStar” Page 17 


| Search Analytics | Analytics 


Top Buyer Brokers Top Seller Brokers 
No Data Available No Data Available 
No data available for the current selection No data available for the current selection 
Asset Value By Owner Type Sales By Buyer Type 
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meer No Data Available 
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| Search Analytics | Analytics 


Sales By Seller Type Sales Volume By Buyer Type 


No Data Available No Data Available 


No data available for the past 10 years 
No data available for the current selection 


Sales Volume By Seller Type Net Buying & Selling By Owner Type 
No Data Available No Data Available 
No data available for the past 10 years No data available for the past 10 years 
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Search Analytics 





Asset Value By Owner Origin 


100% 


Local 





Asset Value Percent 


Sales Volume By Seller Origin 


No Data Available 


No data available for the current selection 


Sales Volume By Buyer Origin 


No Data Available 


No data available for the current selection 


Average Price Per SF By Buyer Origin 
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No Data Available 


No data available for the past 10 years 
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Average Cap Rate By Buyer Origin 


No Data Available 


No data available for the past 10 years 
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| Report Criteria | Criteria 


e 11 Properties / 16 Spaces 
e City: Arlington, MA 

e Listing Type: For Lease 

e Space Use: Retail 
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190-200 Massachusetts Avenue — Arlington, MA 


Traffic Impact Assessment 


Proposed Mixed-Use Development 


Robert J. Michaud, P.E., Managing Principal 
Daniel A. Dumais, P.E. Sr. Project Manager 


June 7, 2021 
MDM 
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Trip Generation Summary 





Total 
Period Residential! Retail Usez Trips 
Weekday Morning Peak-Hour: | 
Enter y) 1 3 
Exit s) 1 6 
Total 7 Z 9 
Weekday Evening Peak-Hour: ; 
Enter 5 3 8 
Exit 3 4 ! 7 
Total 8 7 15 
Daily 102 66 168 


1Based on ITE LUC 221 (Multifamily Housing (Mid-Rise)) applied to 37 Units adjusted to reflect 50% non-auto mode share per US 
Census tract data. 
*Based on ITE LUC 820 (Shopping Center) applied to 1,735 sf. 
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Planners & Engineers 


Trip Generation Comparison 





Net New 
Period Existing Uses! Proposed Use? Trips 
Weekday Morning Peak-Hour: 3 
Enter 6 7 3 “3 
Exit a : 6 +2 
Total 10 7 9 -1 
Weekday Evening Peak-Hour: 7 
Enter 19 8 -11 
Exit 21 : 7 14 
Total 40 15 -25 
Daily 396 3 168 228 





1Based on ITE LUC 820 (Shopping Center) applied to 10,500 sf. 
*Based on ITE LUC 221 (Multifamily Housing (Mid-Rise)) applied to 37 Units adjusted to reflect 50% non-auto mode share per US 
Census tract data and ITE LUC 820 (Shopping Center) applied to 1,735 sf. 
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ALLEN & MAJOR 
ASSOCIATES, INC. 


Issued: March 10, 2021 
Revised: May 25, 2021 


Jennifer Raitt RE: Mixed-Use Redevelopment 
Director of Planning & Community Drainage Summary Letter 
Development 190 & 192-200 Massachusetts Ave 
730 Massachusetts Ave Arlington, MA 02476 


Arlington, MA 02476 


Dear Ms. Raitt, 


On behalf of our Client, 192-200 Massachusetts Ave, LLC, Allen & Major Associates (A&M) is 
pleased to provide this letter in support of the Special Permit application for the Mixed-Use 
Redevelopment project at 190 & 192-200 Massachusetts Ave. This letter will summarize the 
changes to the stormwater management system which are proposed as part of the redevelopment 
efforts. 


Existing Conditions 

The site is located on the corner of Lake Street and Massachusetts Avenue and Chandler Street and 
Massachusetts Avenue. There is an existing curb cut to the parcel located off of Chandler Street. The 
project comprised of two property’s, identified on the City tax Map 6, Block 3, Lots 1A and 1B. 
Both lots are predominantly covered by an existing brick building. Elevations onsite range from 
elevation 29 to elevation 24. Elevation 24 is the low point on-site located at the existing curb cut 
along Chandler Street, and elevation 29 runs through the sidewalk along Mass Ave. The majority of 
the stormwater from the site discharges through roof drain connections to the municipal system. A 
review of the NRCS soil report for Middlesex County indicates that the soil onsite is considered 
Merrimac-Urban Land which has a Hydrologic Soil Group rating of an “A”. A copy of the Existing 
Watershed Plan is included herewith. 


Proposed Conditions 
The project, proposes to demolish a portion of the existing structure to construct a 5-story, 9,740 


square foot Mixed-Use building with apartment and retail uses. There are 14 parking stalls proposed 
on the first level. The stormwater management system will be improved with a new drainage pipe 
connection. The quantity of stormwater runoff will be reduced with the installation of landscaped 
areas on-site. The proposed work with result in approximately 1,034 square feet of impervious 
material being replaced with landscaped areas. 


Runoff flows were estimated for both pre and post development conditions using HydroCAD 10.00 
software, at a specific “Study Point” (SP-1). Study Point 1 is the flows that will enter the municipal 
drainage system. The table below shows that the project causes a reduction in the peak rate of runoff 
and volume of stormwater leaving the site at the Study Point. Copies of the HydroCAD worksheets 
and Watershed Plans are included herewith. 
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STUDY POINT #1 (flow to municipal system) 

2-Year 10-Year 100-Year 
Existing Flow (CFS) 0.83 1.27 2.31 
Proposed Flow (CFS) 0.74 1.20 2.26 














Decrease (CFS) 0.09 0.07 0.05 
Existing Volume (CF) 2,781 4,327 8,025 
Proposed Volume (CF) 2,296 3,804 7,466 
Decrease (CF) 485 523 559 























The surface water drainage requirements of the Town of Arlington Zoning Bylaw Environmental 
Design Review Standards have been reviewed and met with the proposed design. The proposed 
project will introduce landscaped areas to the site to reduce the impervious area. The Town of 
Arlington, Article 15 Stormwater Mitigation, shall not apply as the proposed development will 
introduce a reduction in impervious area. However, with the proposed landscaped areas the project 
will reduce the runoff rates for all design storms, and comply with this bylaw. 


Summary 
As shown in the table above, the proposed development will have a positive impact on the 


stormwater management system by reducing the rate and volume of stormwater runoff from the site. 
Very truly yours, 
ALLEN & MAJOR ASSOCIATES, INC. 


Aaron Mackey, PE 
Project Engineer 


Attachments? 
1. Existing Watershed Plan 
2. Proposed Watershed Plan 
3. Pre development HydroCAD Calculations 
4. Post development HydroCAD Calculations 
5. Extreme Precipitation Tables 
6. NRCS Soil Report 
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Subcat E-1 Study Point 1 





Routing Diagram for 2729-02_Existing-Conditions 
Prepared by Allen & Major Associates Inc. , Printed 4/23/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Softwege GokgGns LLC 














2729-02_Existing-Conditions 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 2 


Area Listing (all nodes) 


Area CN Description 

(sq-ft) (subcatchment-numbers) 
1,238 98 Paved parking, HSG A (E-1) 
9,896 98 Roofs, HSG A (E-1) 

11,134 98 TOTAL AREA 
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2729-02_Existing-Conditions 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
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Soil Listing (all nodes) 


Area Soil Subcatchment 
(sq-ft) Group Numbers 


11,134 HSG A E-1 


0 HSGB 
0 HSG C 
0 HSG D 
0 Other 
11,134 TOTAL AREA 


58 of 285 


2729-02_Existing-Conditions 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
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Ground Covers (all nodes) 


HSG-A HSG-B HSG-C HSG-D Other Total Ground Subcatchment 
(sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) Cover Numbers 
1,238 0 0 0 0 1,238 Paved parking E-1 
9,896 0 0 0 0 9,896 Roofs E-1 

11,134 0 0 0 0 11,134 TOTAL AREA 
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2729-02 _Existing-Conditions Type Ill 24-hr 2-Year Rainfall=3.23" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 5 


Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentE-1: Subcat E-1 Runoff Area=11,134 sf 100.00% Impervious Runoff Depth=3.00" 
Tc=5.0 min CN=98 Runoff=0.83 cfs 2,781 cf 


Reach SP1: Study Point 1 Inflow=0.83 cfs 2,781 cf 
Outflow=0.83 cfs 2,781 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 2,781 cf Average Runoff Depth = 3.00" 
0.00% Pervious =Osf 100.00% Impervious = 11,134 sf 
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2729-02 _Existing-Conditions Type Ill 24-hr 2-Year Rainfall=3.23" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
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Summary for Subcatchment E-1: Subcat E-1 


Runoff = 0.83 cfs@ 12.07 hrs, Volume= 2,781 cf, Depth= 3.00" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 2-Year Rainfall=3.23" 


Area (sf) CN Description 
1,238 98 Paved parking, HSG A 
9,896 98 Roofs, HSGA 
11,134 98 Weighted Average 
11,134 100.00% Impervious Area 


Tc Length Slope Velocity Capacity Description 


(min) (feet) (fV/ft) (ft/sec) (cfs) 


5.0 Direct Entry, Assumed 
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2729-02 _Existing-Conditions Type Ill 24-hr 2-Year Rainfall=3.23" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 7 
Summary for Reach SP1: Study Point 1 

Inflow Area = 11,134 sf,100.00% Impervious, Inflow Depth = 3.00" for 2-Year event 
Inflow = 0.83 cfs @ 12.07 hrs, Volume= 2,781 cf 
Outflow = 0.83 cfs @ 12.07 hrs, Volume= 2,781 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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2729-02 _Existing-Conditions Type Ill 24-hr 10-Year Rainfall=4.90" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentE-1: Subcat E-1 Runoff Area=11,134 sf 100.00% Impervious Runoff Depth=4.66" 
Tc=5.0 min CN=98 Runoff=1.27 cfs 4,327 cf 


Reach SP1: Study Point 1 Inflow=1.27 cfs 4,327 cf 
Outflow=1.27 cfs 4,327 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 4,327 cf Average Runoff Depth = 4.66" 
0.00% Pervious =Osf 100.00% Impervious = 11,134 sf 
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2729-02 _Existing-Conditions Type Ill 24-hr 10-Year Rainfall=4.90" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
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Summary for Subcatchment E-1: Subcat E-1 


Runoff = 1.27 cfis@ 12.07 hrs, Volume= 4,327 cf, Depth= 4.66" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 10-Year Rainfall=4.90" 


Area (sf) CN __ Description 
1,238 98 Paved parking, HSG A 
9,896 98 Roofs, HSGA 
11,134 98 Weighted Average 
11,134 100.00% Impervious Area 


Tc Length Slope Velocity Capacity Description 


(min) (feet) (fV/ft) (ft/sec) (cfs) 


5.0 Direct Entry, Assumed 
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2729-02 _Existing-Conditions Type Ill 24-hr 10-Year Rainfall=4.90" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 10 
Summary for Reach SP1: Study Point 1 
Inflow Area = 11,134 sf,100.00% Impervious, Inflow Depth= 4.66" for 10-Year event 

Inflow = 1.27 cfs@ 12.07 hrs, Volume= 4,327 cf 
Outflow = 1.27 cfs@ 12.07 hrs, Volume= 4,327 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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2729-02 _Existing-Conditions Type III 24-hr 100-Year Rainfall=8.89" 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentE-1: Subcat E-1 Runoff Area=11,134 sf 100.00% Impervious Runoff Depth=8.65" 
Tc=5.0 min CN=98 Runoff=2.31 cfs 8,025 cf 


Reach SP1: Study Point 1 Inflow=2.31 cfs 8,025 cf 
Outflow=2.31 cfs 8,025 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 8,025 cf Average Runoff Depth = 8.65" 
0.00% Pervious =Osf 100.00% Impervious = 11,134 sf 
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2729-02 _Existing-Conditions Type Ill 24-hr 100-Year Rainfall=8.89" 
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Summary for Subcatchment E-1: Subcat E-1 


Runoff = 2.31 cfis@ 12.07 hrs, Volume= 8,025 cf, Depth= 8.65" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 100-Year Rainfall=8.89" 


Area (sf) CN Description 
1,238 98 Paved parking, HSG A 
9,896 98 Roofs, HSGA 
11,134 98 Weighted Average 
11,134 100.00% Impervious Area 


Tc Length Slope Velocity Capacity Description 


(min) (feet) (fV/ft) (ft/sec) (cfs) 


5.0 Direct Entry, Assumed 
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2729-02 _Existing-Conditions Type III 24-hr 100-Year Rainfall=8.89" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
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Summary for Reach SP1: Study Point 1 
Inflow Area = 11,134 sf,100.00% Impervious, Inflow Depth = 8.65" for 100-Year event 

Inflow = 2.31 cfs @ 12.07 hrs, Volume= 8,025 cf 
Outflow = 2.31 cfs@ 12.07 hrs, Volume= 8,025 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Routing Diagram for 2729-02_Proposed-Conditions 
Prepared by Allen & Major Associates Inc. , Printed 4/23/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Softw@ge GokRBGns LLC 














2729-02_Proposed-Conditions 
Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
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Area Listing (all nodes) 


Area CN Description 
(sq-ft) (subcatchment-numbers) 
1,034 39 >75% Grass cover, Good, HSG A (P-1) 
335 98 Paved parking, HSG A (P-1) 
9,764 98 Roofs, HSG A (P-1) 
11,134 93. TOTAL AREA 
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Soil Listing (all nodes) 


Area Soil Subcatchment 
(sq-ft) Group Numbers 


11,134 HSG A P-1 


0 HSGB 
0 HSG C 
0 HSG D 
0 Other 
11,134 TOTAL AREA 
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Ground Covers (all nodes) 


HSG-A HSG-B HSG-C HSG-D Other Total Ground Subcatchment 
(sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) Cover Numbers 
1,034 0 0 0 0 1,034 >75% Grass cover, Good P-1 

335 0 0 0 0 335 Paved parking P-1 
9,764 0 0 0 0 9,764 Roofs P-1 
11,134 0 0 0 0 11,134 TOTAL AREA 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentP-1: Subcat P-1 Runoff Area=11,134 sf 90.71% Impervious Runoff Depth=2.47" 
Tc=5.0 min CN=93 Runoff=0.74 cfs 2,296 cf 


Reach SP1: Study Point 1 Inflow=0.74 cfs 2,296 cf 
Outflow=0.74 cfs 2,296 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 2,296 cf Average Runoff Depth = 2.47" 
9.29% Pervious = 1,034 sf 90.71% Impervious = 10,100 sf 
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Summary for Subcatchment P-1: Subcat P-1 


Runoff = 0.74 cfs@ 12.07 hrs, Volume= 2,296 cf, Depth= 2.47" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 2-Year Rainfall=3.23" 


Area (sf) CN __ Description 


9,764 98 Roofs, HSGA 
1,034 39 >75% Grass cover, Good, HSGA 


335 98 Paved parking, HSGA 


11,134 93 Weighted Average 


1,034 9.29% Pervious Area 
10,100 90.71% Impervious Area 
Tc Length Slope Velocity Capacity Description 
min feet ft/ft ft/sec cfs 
5.0 Direct Entry, Assumed 
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Summary for Reach SP1: Study Point 1 

Inflow Area = 11,134 sf, 90.71% Impervious, Inflow Depth= 2.47" for 2-Year event 
Inflow = 0.74 cfs@ 12.07 hrs, Volume= 2,296 cf 
Outflow = 0.74 cfs@ 12.07 hrs, Volume= 2,296 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentP-1: Subcat P-1 Runoff Area=11,134 sf 90.71% Impervious Runoff Depth=4.10" 
Tc=5.0 min CN=93 Runoff=1.20 cfs 3,804 cf 


Reach SP1: Study Point 1 Inflow=1.20 cfs 3,804 cf 
Outflow=1.20 cfs 3,804 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 3,804 cf Average Runoff Depth = 4.10" 
9.29% Pervious = 1,034 sf 90.71% Impervious = 10,100 sf 


76 of 285 


2729-02_Proposed-Conditions Type Ill 24-hr 10-Year Rainfall=4.90" 


Prepared by Allen & Major Associates Inc. Printed 4/23/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 9 


Summary for Subcatchment P-1: Subcat P-1 


Runoff = 1.20cfs@ 12.07 hrs, Volume= 3,804 cf, Depth= 4.10" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 10-Year Rainfall=4.90" 


Area (sf) CN __ Description 


9,764 98 Roofs, HSGA 
1,034 39 >75% Grass cover, Good, HSGA 


335 98 Paved parking, HSGA 


11,134 93 Weighted Average 


1,034 9.29% Pervious Area 
10,100 90.71% Impervious Area 
Tc Length Slope Velocity Capacity Description 
min feet ft/ft ft/sec cfs 
5.0 Direct Entry, Assumed 
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Summary for Reach SP1: Study Point 1 
Inflow Area = 11,134 sf, 90.71% Impervious, Inflow Depth= 4.10" for 10-Year event 

Inflow = 1.20cfs@ 12.07 hrs, Volume= 3,804 cf 
Outflow = 1.20cfs@ 12.07 hrs, Volume= 3,804 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentP-1: Subcat P-1 Runoff Area=11,134 sf 90.71% Impervious Runoff Depth=8.05" 
Tc=5.0 min CN=93 Runoff=2.26 cfs 7,466 cf 


Reach SP1: Study Point 1 Inflow=2.26 cfs 7,466 cf 
Outflow=2.26 cfs 7,466 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 7,466 cf Average Runoff Depth = 8.05" 
9.29% Pervious = 1,034 sf 90.71% Impervious = 10,100 sf 
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Summary for Subcatchment P-1: Subcat P-1 


Runoff = 2.26 cfs @ 12.07 hrs, Volume= 7,466 cf, Depth= 8.05" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 100-Year Rainfall=8.89" 


Area (sf) CN Description 


9,764 98 Roofs, HSGA 
1,034 39 >75% Grass cover, Good, HSGA 


335 98 Paved parking, HSGA 


11,134 93 Weighted Average 


1,034 9.29% Pervious Area 
10,100 90.71% Impervious Area 
Tc Length Slope Velocity Capacity Description 
min feet ft/ft ft/sec cfs 
5.0 Direct Entry, Assumed 
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Summary for Reach SP1: Study Point 1 
Inflow Area = 11,134 sf, 90.71% Impervious, Inflow Depth = 8.05" for 100-Year event 

Inflow = 2.26 cfs @ 12.07 hrs, Volume= 7,466 cf 
Outflow = 2.26 cfs @ 12.07 hrs, Volume= 7,466 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Extreme Precipitation Tables 
Northeast Regional Climate Center 


Data represents point estimates calculated from partial duration series. All precipitation amounts are displayed in inches. 


Smoothing Yes 


State Massachusetts 
Location 
Longitude 71.142 degrees West 
Latitude 42.405 degrees North 
Elevation 0 feet 
Date/Time __ Fri, 28 Aug 2020 14:10:00 -0400 





Extreme Precipitation Estimates 


[[Smin]tomsin]Smin|S0min[6Omin|i20min| [thr ]2hr [hr] oh [12h [Zaha] she] [Talay [2day|4aay] Tay 10day] 
Pir [028 0.43 [ 033 [ 0.70 [ 087 | 1.10 | aye [o.75|1.04{1.28|1.63] 2.09 [2.69] 2.94] tyr [238] 2.83 [3.29[3.98| 4.65 [tyr 
Payr [os] 04 [ 067 [ 088 | 1.11 | 140 | ayr [o.96|128]1.02)2.04] 257] 3.28] 3.59] ayr [2.86] 3.45] 3.95470] 535 | 2yr_ 
Payr [042] 065 [ oi | 1.09 [ 1.39 | 1.77 | syr |1.20|1.61[2.06]2.00] 3.26] 409] 456] syr [3.62] 438] 5.00[597| 6.09 | syr_ 
Foye [oar] 0.74 [093 [ 1.27 [ 1.65 | 2.12 [toyr |1.49]191[2.47]3.12] 3.92 [4.90] 5.47 | 10yr | 433 5.26] 599 7.15] 7.92 [oye 
Peay [0.56] 089° 1.13 | 1.56 | 2.06 | 2.67 | 25yr[1.78|2.40)3.13]3.96] 4.98 [620] 6.96] 25yr | 5.49] 6.69759 9.10] 9.91 | 25yr 
Psoyr [0.63 1.01 [ 1.30 [ 1.82 [ 245 | 3.21 [s0yr [2.12)2.86]3.77]4.78| 5.98 [748 836] soyr | 657] 8.03 [9.08 [10.92] 1.75 | soyr 
ooyr| 073 1.18 [ 152 [ 2.14 [ 292 [ 3.84 [rooyr|2.52|3 40]4.s2[5.73] 7.17 [889 [10.04] o0yr] 7.87 [9.65 [10.88]13.10] 13.94 [100yr 
odyr| 083 1.36 | 1.76 [ 232 [ 347 | 4.60 [20oyr|2.99|205]5.43]6.89| 8.61 |10.63|12.07|200yr] 9.43 [11.60]13.03]15.73] 16.54 [200yr 
s00yr| 01] 1.65 [ 2.16 [ 313 [437 | 583 [S0oyr|3.77[5.11[690]8.77]10.97]13.54]15.40]so0yr] 11.98) 14.81[1655|20.05] 20.75 |S00yr 


Lower Confidence Limits 
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ivr fo2s| 038 | 04s | 0.62 [0.76 | o8s_| tyr Jo.oslos3|i.rs[i.aa] .78]244] 250] tyr [2.16]2.41 [2.95 [3.53] 405 [yr 





Payr fos] 060 [07s [1.02 [130] 151 | sve fuzfrarfi7a[22—)280]3.77] 4.18] syr [3.34] 402[459 [547] 617 | Syn 
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[ [Sn] Onnin| Sin |0min|Omin] 20min] [thr [2hr [Shr] Gor [Dhr[2ahr] hr] [Lday|2day [Aday | Taay [Oday] 


Upper Confidence Limits 


[[Smin]Lomsn] Sm] 50min 60min] 20min] [Uhr ]2hr [Shr] oor [12hr][24nr][48hr] _ [Tday [day [day] Tday Today] | 
Payr [ose] 056 [ 069 [094 [ 1.15 | 136 | aye [ioofr 331.37] 2.08] 2.68] 3.35] 3.74] aye [297[3.59 [411 [489 5.35 | aye | 
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Preface 





Soil surveys contain information that affects land use planning in survey areas. 
They highlight soil limitations that affect various land uses and provide information 
about the properties of the soils in the survey areas. Soil surveys are designed for 
many different users, including farmers, ranchers, foresters, agronomists, urban 
planners, community officials, engineers, developers, builders, and home buyers. 
Also, conservationists, teachers, students, and specialists in recreation, waste 
disposal, and pollution control can use the surveys to help them understand, 
protect, or enhance the environment. 


Various land use regulations of Federal, State, and local governments may impose 
special restrictions on land use or land treatment. Soil surveys identify soil 
properties that are used in making various land use or land treatment decisions. 
The information is intended to help the land users identify and reduce the effects of 
soil limitations on various land uses. The landowner or user is responsible for 
identifying and complying with existing laws and regulations. 


Although soil survey information can be used for general farm, local, and wider area 
planning, onsite investigation is needed to supplement this information in some 
cases. Examples include soil quality assessments (http://www.nrcs.usda.gov/wps/ 
portal/nrcs/main/soils/health/) and certain conservation and engineering 
applications. For more detailed information, contact your local USDA Service Center 
(https://offices.sc.egov.usda.gov/locator/app?agency=nrcs) or your NRCS State Soil 
Scientist (http://www.nrcs.usda.gov/wps/portal/nrcs/detail/soils/contactus/? 
cid=nres142p2_053951). 


Great differences in soil properties can occur within short distances. Some soils are 
seasonally wet or subject to flooding. Some are too unstable to be used as a 
foundation for buildings or roads. Clayey or wet soils are poorly suited to use as 
septic tank absorption fields. A high water table makes a soil poorly suited to 
basements or underground installations. 


The National Cooperative Soil Survey is a joint effort of the United States 
Department of Agriculture and other Federal agencies, State agencies including the 
Agricultural Experiment Stations, and local agencies. The Natural Resources 
Conservation Service (NRCS) has leadership for the Federal part of the National 
Cooperative Soil Survey. 


Information about soils is updated periodically. Updated information is available 
through the NRCS Web Soil Survey, the site for official soil survey information. 


The U.S. Department of Agriculture (USDA) prohibits discrimination in all its 
programs and activities on the basis of race, color, national origin, age, disability, 
and where applicable, sex, marital status, familial status, parental status, religion, 
sexual orientation, genetic information, political beliefs, reprisal, or because all or a 
part of an individual's income is derived from any public assistance program. (Not 
all prohibited bases apply to all programs.) Persons with disabilities who require 
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alternative means for communication of program information (Braille, large print, 
audiotape, etc.) should contact USDA's TARGET Center at (202) 720-2600 (voice 
and TDD). To file a complaint of discrimination, write to USDA, Director, Office of 
Civil Rights, 1400 Independence Avenue, S.W., Washington, D.C. 20250-9410 or 
call (800) 795-3272 (voice) or (202) 720-6382 (TDD). USDA is an equal opportunity 
provider and employer. 
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How Soil Surveys Are Made 





Soil surveys are made to provide information about the soils and miscellaneous 
areas in a specific area. They include a description of the soils and miscellaneous 
areas and their location on the landscape and tables that show soil properties and 
limitations affecting various uses. Soil scientists observed the steepness, length, 
and shape of the slopes; the general pattern of drainage; the kinds of crops and 
native plants; and the kinds of bedrock. They observed and described many soil 
profiles. A soil profile is the sequence of natural layers, or horizons, in a soil. The 
profile extends from the surface down into the unconsolidated material in which the 
soil formed or from the surface down to bedrock. The unconsolidated material is 
devoid of roots and other living organisms and has not been changed by other 
biological activity. 


Currently, soils are mapped according to the boundaries of major land resource 
areas (MLRAs). MLRAs are geographically associated land resource units that 

share common characteristics related to physiography, geology, climate, water 

resources, soils, biological resources, and land uses (USDA, 2006). Soil survey 
areas typically consist of parts of one or more MLRA. 


The soils and miscellaneous areas in a survey area occur in an orderly pattern that 
is related to the geology, landforms, relief, climate, and natural vegetation of the 
area. Each kind of soil and miscellaneous area is associated with a particular kind 
of landform or with a segment of the landform. By observing the soils and 
miscellaneous areas in the survey area and relating their position to specific 
segments of the landform, a soil scientist develops a concept, or model, of how they 
were formed. Thus, during mapping, this model enables the soil scientist to predict 
with a considerable degree of accuracy the kind of soil or miscellaneous area at a 
specific location on the landscape. 


Commonly, individual soils on the landscape merge into one another as their 
characteristics gradually change. To construct an accurate soil map, however, soil 
scientists must determine the boundaries between the soils. They can observe only 
a limited number of soil profiles. Nevertheless, these observations, supplemented 
by an understanding of the soil-vegetation-landscape relationship, are sufficient to 
verify predictions of the kinds of soil in an area and to determine the boundaries. 


Soil scientists recorded the characteristics of the soil profiles that they studied. They 
noted soil color, texture, size and shape of soil aggregates, kind and amount of rock 
fragments, distribution of plant roots, reaction, and other features that enable them 
to identify soils. After describing the soils in the survey area and determining their 
properties, the soil scientists assigned the soils to taxonomic classes (units). 
Taxonomic classes are concepts. Each taxonomic class has a set of soil 
characteristics with precisely defined limits. The classes are used as a basis for 
comparison to classify soils systematically. Soil taxonomy, the system of taxonomic 
classification used in the United States, is based mainly on the kind and character 
of soil properties and the arrangement of horizons within the profile. After the soil 
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scientists classified and named the soils in the survey area, they compared the 
individual soils with similar soils in the same taxonomic class in other areas so that 
they could confirm data and assemble additional data based on experience and 
research. 


The objective of soil mapping is not to delineate pure map unit components; the 
objective is to separate the landscape into landforms or landform segments that 
have similar use and management requirements. Each map unit is defined by a 
unique combination of soil components and/or miscellaneous areas in predictable 
proportions. Some components may be highly contrasting to the other components 
of the map unit. The presence of minor components in a map unit in no way 
diminishes the usefulness or accuracy of the data. The delineation of such 
landforms and landform segments on the map provides sufficient information for the 
development of resource plans. If intensive use of small areas is planned, onsite 
investigation is needed to define and locate the soils and miscellaneous areas. 


Soil scientists make many field observations in the process of producing a soil map. 
The frequency of observation is dependent upon several factors, including scale of 
mapping, intensity of mapping, design of map units, complexity of the landscape, 
and experience of the soil scientist. Observations are made to test and refine the 
soil-landscape model and predictions and to verify the classification of the soils at 
specific locations. Once the soil-landscape model is refined, a significantly smaller 
number of measurements of individual soil properties are made and recorded. 
These measurements may include field measurements, such as those for color, 
depth to bedrock, and texture, and laboratory measurements, such as those for 
content of sand, silt, clay, salt, and other components. Properties of each soil 
typically vary from one point to another across the landscape. 


Observations for map unit components are aggregated to develop ranges of 
characteristics for the components. The aggregated values are presented. Direct 
measurements do not exist for every property presented for every map unit 
component. Values for some properties are estimated from combinations of other 
properties. 


While a soil survey is in progress, samples of some of the soils in the area generally 
are collected for laboratory analyses and for engineering tests. Soil scientists 
interpret the data from these analyses and tests as well as the field-observed 
characteristics and the soil properties to determine the expected behavior of the 
soils under different uses. Interpretations for all of the soils are field tested through 
observation of the soils in different uses and under different levels of management. 
Some interpretations are modified to fit local conditions, and some new 
interpretations are developed to meet local needs. Data are assembled from other 
sources, such as research information, production records, and field experience of 
specialists. For example, data on crop yields under defined levels of management 
are assembled from farm records and from field or plot experiments on the same 
kinds of soil. 


Predictions about soil behavior are based not only on soil properties but also on 
such variables as climate and biological activity. Soil conditions are predictable over 
long periods of time, but they are not predictable from year to year. For example, 
soil scientists can predict with a fairly high degree of accuracy that a given soil will 
have a high water table within certain depths in most years, but they cannot predict 
that a high water table will always be at a specific level in the soil on a specific date. 


After soil scientists located and identified the significant natural bodies of soil in the 
survey area, they drew the boundaries of these bodies on aerial photographs and 
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identified each as a specific map unit. Aerial photographs show trees, buildings, 
fields, roads, and rivers, all of which help in locating boundaries accurately. 
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Soil Map 





The soil map section includes the soil map for the defined area of interest, a list of 
soil map units on the map and extent of each map unit, and cartographic symbols 
displayed on the map. Also presented are various metadata about data used to 
produce the map, and a description of each soil map unit. 
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Map Unit Legend 























Map Unit Symbol Map Unit Name Acres in AOI Percent of AOI 
602 Urban land 6.6 79.8% 
626B Merrimac-Urban land complex, 1.7 20.2% 
0 to 8 percent slopes 
Totals for Area of Interest 8.3 100.0% 











Map Unit Descriptions 


The map units delineated on the detailed soil maps in a soil survey represent the 
soils or miscellaneous areas in the survey area. The map unit descriptions, along 
with the maps, can be used to determine the composition and properties of a unit. 


A map unit delineation on a soil map represents an area dominated by one or more 
major kinds of soil or miscellaneous areas. A map unit is identified and named 
according to the taxonomic classification of the dominant soils. Within a taxonomic 
class there are precisely defined limits for the properties of the soils. On the 
landscape, however, the soils are natural phenomena, and they have the 
characteristic variability of all natural phenomena. Thus, the range of some 
observed properties may extend beyond the limits defined for a taxonomic class. 
Areas of soils of a single taxonomic class rarely, if ever, can be mapped without 
including areas of other taxonomic classes. Consequently, every map unit is made 
up of the soils or miscellaneous areas for which it is named and some minor 
components that belong to taxonomic classes other than those of the major soils. 


Most minor soils have properties similar to those of the dominant soil or soils in the 
map unit, and thus they do not affect use and management. These are called 
noncontrasting, or similar, components. They may or may not be mentioned in a 
particular map unit description. Other minor components, however, have properties 
and behavioral characteristics divergent enough to affect use or to require different 
management. These are called contrasting, or dissimilar, components. They 
generally are in small areas and could not be mapped separately because of the 
scale used. Some small areas of strongly contrasting soils or miscellaneous areas 
are identified by a special symbol on the maps. If included in the database for a 
given area, the contrasting minor components are identified in the map unit 
descriptions along with some characteristics of each. A few areas of minor 
components may not have been observed, and consequently they are not 
mentioned in the descriptions, especially where the pattern was so complex that it 
was impractical to make enough observations to identify all the soils and 
miscellaneous areas on the landscape. 


The presence of minor components in a map unit in no way diminishes the 
usefulness or accuracy of the data. The objective of mapping is not to delineate 
pure taxonomic classes but rather to separate the landscape into landforms or 
landform segments that have similar use and management requirements. The 
delineation of such segments on the map provides sufficient information for the 
development of resource plans. If intensive use of small areas is planned, however, 
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onsite investigation is needed to define and locate the soils and miscellaneous 
areas. 


An identifying symbol precedes the map unit name in the map unit descriptions. 
Each description includes general facts about the unit and gives important soil 
properties and qualities. 


Soils that have profiles that are almost alike make up a soil series. Except for 
differences in texture of the surface layer, all the soils of a series have major 
horizons that are similar in composition, thickness, and arrangement. 


Soils of one series can differ in texture of the surface layer, slope, stoniness, 
salinity, degree of erosion, and other characteristics that affect their use. On the 
basis of such differences, a soil series is divided into soil phases. Most of the areas 
shown on the detailed soil maps are phases of soil series. The name of a soil phase 
commonly indicates a feature that affects use or management. For example, Alpha 
silt loam, 0 to 2 percent slopes, is a phase of the Alpha series. 


Some map units are made up of two or more major soils or miscellaneous areas. 
These map units are complexes, associations, or undifferentiated groups. 


A complex consists of two or more soils or miscellaneous areas in such an intricate 
pattern or in such small areas that they cannot be shown separately on the maps. 
The pattern and proportion of the soils or miscellaneous areas are somewhat similar 
in all areas. Alpha-Beta complex, 0 to 6 percent slopes, is an example. 


An association is made up of two or more geographically associated soils or 
miscellaneous areas that are shown as one unit on the maps. Because of present 
or anticipated uses of the map units in the survey area, it was not considered 
practical or necessary to map the soils or miscellaneous areas separately. The 
pattern and relative proportion of the soils or miscellaneous areas are somewhat 
similar. Alpha-Beta association, 0 to 2 percent slopes, is an example. 


An undifferentiated group is made up of two or more soils or miscellaneous areas 
that could be mapped individually but are mapped as one unit because similar 
interpretations can be made for use and management. The pattern and proportion 
of the soils or miscellaneous areas in a mapped area are not uniform. An area can 
be made up of only one of the major soils or miscellaneous areas, or it can be made 
up of all of them. Alpha and Beta soils, 0 to 2 percent slopes, is an example. 


Some surveys include miscellaneous areas. Such areas have little or no soil 
material and support little or no vegetation. Rock outcrop is an example. 
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Middlesex County, Massachusetts 


602—Urban land 


Map Unit Setting 
National map unit symbol: 9950 
Elevation: 0 to 3,000 feet 
Mean annual precipitation: 32 to 50 inches 
Mean annual air temperature: 45 to 50 degrees F 
Frost-free period: 110 to 200 days 
Farmland classification: Not prime farmland 


Map Unit Composition 
Urban land: 85 percent 
Minor components: 15 percent 
Estimates are based on observations, descriptions, and transects of the mapunit. 


Description of Urban Land 


Setting 
Landform position (two-dimensional): Footslope 
Landform position (three-dimensional): Base slope 
Down-slope shape: Linear 
Across-slope shape: Linear 
Parent material: Excavated and filled land 


Minor Components 


Rock outcrop 
Percent of map unit: 5 percent 
Landform: Ledges 
Landform position (two-dimensional): Summit 
Landform position (three-dimensional): Head slope 
Down-slope shape: Concave 
Across-slope shape: Concave 


Udorthents, wet substratum 
Percent of map unit: 5 percent 
Hydric soil rating: No 


Udorthents, loamy 
Percent of map unit: 5 percent 
Hydric soil rating: No 


626B—Merrimac-Urban land complex, 0 to 8 percent slopes 


Map Unit Setting 
National map unit symbol: 2tyr9 
Elevation: 0 to 820 feet 
Mean annual precipitation: 36 to 71 inches 
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Mean annual air temperature: 39 to 55 degrees F 
Frost-free period: 140 to 250 days 
Farmland classification: Not prime farmland 


Map Unit Composition 
Merrimac and similar soils: 45 percent 
Urban land: 40 percent 
Minor components: 15 percent 
Estimates are based on observations, descriptions, and transects of the mapunit. 


Description of Merrimac 


Setting 

Landform: Eskers, moraines, outwash terraces, outwash plains, kames 

Landform position (two-dimensional): Backslope, footslope, summit, shoulder 

Landform position (three-dimensional): Side slope, crest, riser, tread 

Down-slope shape: Convex 

Across-slope shape: Convex 

Parent material: Loamy glaciofluvial deposits derived from granite, schist, and 
gneiss over sandy and gravelly glaciofluvial deposits derived from granite, 
schist, and gneiss 


Typical profile 
Ap - 0 to 10 inches: fine sandy loam 
Bwi - 10 to 22 inches: fine sandy loam 
Bw2 - 22 to 26 inches: stratified gravel to gravelly loamy sand 
2C - 26 to 65 inches: stratified gravel to very gravelly sand 


Properties and qualities 
Slope: 0 to 8 percent 
Depth to restrictive feature: More than 80 inches 
Drainage class: Somewhat excessively drained 
Runoff class: Very low 
Capacity of the most limiting layer to transmit water (Ksat): Moderately high to very 

high (1.42 to 99.90 in/hr) 

Depth to water table: More than 80 inches 
Frequency of flooding: None 
Frequency of ponding: None 
Calcium carbonate, maximum content: 2 percent 
Maximum salinity: Nonsaline (0.0 to 1.4 mmhos/cm) 
Sodium adsorption ratio, maximum: 1.0 
Available water capacity: Low (about 4.6 inches) 


Interpretive groups 
Land capability classification (irrigated): None specified 
Land capability classification (nonirrigated): 2e 
Hydrologic Soil Group: A 
Ecological site: F144AY022MA - Dry Outwash 
Hydric soil rating: No 


Description of Urban Land 


Typical profile 
M -Oto 10 inches: cemented material 


Properties and qualities 
Slope: 0 to 8 percent 
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Depth to restrictive feature: 0 inches to manufactured layer 

Runoff class: Very high 

Capacity of the most limiting layer to transmit water (Ksat): Very low (0.00 to 0.00 
in/hr) 

Available water capacity: Very low (about 0.0 inches) 


Interpretive groups 
Land capability classification (irrigated): None specified 
Land capability classification (nonirrigated): 8 
Hydrologic Soil Group: D 
Hydric soil rating: Unranked 


Minor Components 


Windsor 
Percent of map unit: 5 percent 
Landform: Dunes, outwash terraces, deltas, outwash plains 
Landform position (three-dimensional): Tread, riser 
Down-slope shape: Convex, linear 
Across-slope shape: Convex, linear 
Hydric soil rating: No 


Sudbury 
Percent of map unit: 5 percent 
Landform: Outwash plains, terraces, deltas 
Landform position (two-dimensional): Footslope 
Landform position (three-dimensional): Tread, dip 
Down-slope shape: Concave 
Across-slope shape: Linear 
Hydric soil rating: No 


Hinckley 
Percent of map unit: 5 percent 
Landform: Eskers, kames, deltas, outwash plains 
Landform position (two-dimensional): Summit, shoulder, backslope 
Landform position (three-dimensional): Nose slope, side slope, crest, head slope, 
rise 
Down-slope shape: Convex 
Across-slope shape: Convex, linear 
Hydric soil rating: No 
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Soil Properties and Qualities 


The Soil Properties and Qualities section includes various soil properties and 
qualities displayed as thematic maps with a summary table for the soil map units in 
the selected area of interest. A single value or rating for each map unit is generated 
by aggregating the interpretive ratings of individual map unit components. This 
aggregation process is defined for each property or quality. 


Soil Physical Properties 


Soil Physical Properties are measured or inferred from direct observations in the 
field or laboratory. Examples of soil physical properties include percent clay, organic 
matter, saturated hydraulic conductivity, available water capacity, and bulk density. 


Saturated Hydraulic Conductivity (Ksat) 


Saturated hydraulic conductivity (Ksat) refers to the ease with which pores in a 
saturated soil transmit water. The estimates are expressed in terms of micrometers 
per second. They are based on soil characteristics observed in the field, particularly 
structure, porosity, and texture. Saturated hydraulic conductivity is considered in the 
design of soil drainage systems and septic tank absorption fields. 


For each soil layer, this attribute is actually recorded as three separate values in the 
database. A low value and a high value indicate the range of this attribute for the 
soil component. A "representative" value indicates the expected value of this 
attribute for the component. For this soil property, only the representative value is 
used. 


The numeric Ksat values have been grouped according to standard Ksat class 
limits. 
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Table—Saturated Hydraulic Conductivity (Ksat) 














Map unit symbol Map unit name Rating (micrometers Acres in AOI Percent of AOI 
per second) 
602 Urban land 6.6 79.8% 
626B Merrimac-Urban land 100.0000 1.7 20.2% 
complex, 0 to 8 
percent slopes 














Totals for Area of Interest 8.3 100.0% 














Rating Options—Saturated Hydraulic Conductivity (Ksat) 


Units of Measure: micrometers per second 

Aggregation Method: Dominant Component 

Component Percent Cutoff: None Specified 

Tie-break Rule: Fastest 

Interpret Nulls as Zero: No 

Layer Options (Horizon Aggregation Method): Depth Range (Weighted Average) 
Top Depth: 12 

Bottom Depth: 120 


Units of Measure: Inches 


Soil Qualities and Features 


Soil qualities are behavior and performance attributes that are not directly 
measured, but are inferred from observations of dynamic conditions and from soil 
properties. Example soil qualities include natural drainage, and frost action. Soil 
features are attributes that are not directly part of the soil. Example soil features 
include slope and depth to restrictive layer. These features can greatly impact the 
use and management of the soil. 


Hydrologic Soil Group 


Hydrologic soil groups are based on estimates of runoff potential. Soils are 
assigned to one of four groups according to the rate of water infiltration when the 
soils are not protected by vegetation, are thoroughly wet, and receive precipitation 
from long-duration storms. 


The soils in the United States are assigned to four groups (A, B, C, and D) and 
three dual classes (A/D, B/D, and C/D). The groups are defined as follows: 
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Group A. Soils having a high infiltration rate (low runoff potential) when thoroughly 
wet. These consist mainly of deep, well drained to excessively drained sands or 
gravelly sands. These soils have a high rate of water transmission. 


Group B. Soils having a moderate infiltration rate when thoroughly wet. These 
consist chiefly of moderately deep or deep, moderately well drained or well drained 
soils that have moderately fine texture to moderately coarse texture. These soils 
have a moderate rate of water transmission. 


Group C. Soils having a slow infiltration rate when thoroughly wet. These consist 
chiefly of soils having a layer that impedes the downward movement of water or 
soils of moderately fine texture or fine texture. These soils have a slow rate of water 
transmission. 


Group D. Soils having a very slow infiltration rate (high runoff potential) when 
thoroughly wet. These consist chiefly of clays that have a high shrink-swell 

potential, soils that have a high water table, soils that have a claypan or clay layer at 
or near the surface, and soils that are shallow over nearly impervious material. 
These soils have a very slow rate of water transmission. 


If a soil is assigned to a dual hydrologic group (A/D, B/D, or C/D), the first letter is 
for drained areas and the second is for undrained areas. Only the soils that in their 
natural condition are in group D are assigned to dual classes. 
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Table—Hydrologic Soil Group 



































Map unit symbol Map unit name Rating Acres in AOl Percent of AOI 
602 Urban land 6.6 79.8% 
626B Merrimac-Urban land A 1.7 20.2% 
complex, 0 to 8 
percent slopes 
Totals for Area of Interest 8.3 100.0% 
Rating Options—Hydrologic Soil Group 
Aggregation Method: Dominant Condition 
Component Percent Cutoff: None Specified 
Tie-break Rule: Higher 
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NOTE: 
THE BUILDING AND LANDSCAPE SHADOWS ILLUSTRATED IN THE RENDERINGS BELOW ARE DIGITALLY GENERATED 
AND THEORETICAL REPRESENTATIONS OF THOSE SHADOWS CAST AT A SPECIFIC MOMENT IN TIME ON A SPECIFIC 
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SPRING/FALL 


8:00AM - 4:00PM UTC-5 


DAY. WHILE ACCURATE TO THE INPUT CALENDAR AND SUN LOCATION DATA, THE ACTUAL PERCEPTION OF 
SHADOWS INCLUDING THEIR SIZE, SHAPE AND INTENSITY OR DARKNESS, MAY BE SUBJECTIVE AND VARIABLE TO 
THE SPECIFIC OBSERVER. AS SUCH, THIS INFORMATION SHOULD BE UTILIZED AS GENERAL COMMENTARY, AND 
CAUSE FOR FURTHER DISCUSSION OR STUDY AS NEEDED. 
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4/28/2021 


From: 


To: 
Cc: 


Date: 


webmail.town.arlington.ma.us/WorldClient.dll?Session=YRHZEWQIMC33G&View=Message&Print=Yes&Number=111304&FolderID=0 


"Robert Annese" <law@robertannese.com> 

"Jennifer Raitt" <JRaitt@town.arlington.ma.us> 
<john@summit-res.net>, <cynthia@pasciutoproperties.com> 
04/26/2021 03:32 PM 


Subject: 190-200 Massachusetts Avenue, Arlington, MA 


CAUTION: This email originated from outside of the Town of Arlington's email 
system. Do not click links or open attachments unless you recognize the REAL 


sender (whose email address in the From: line in "< >" brackets) and you know 
the content is safe. 
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webmail.town.arlington.ma.us/WorldClient.dll? Session=Y RHZEWQIMC33G&View=Message&Print=Yes&Number=111304&FolderID=0 


1/3 


4/28/2021 


webmail.tow: 


webmail.town.arlington.ma.us/WorldClient.dll?Session=YRHZEWQIMC33G&View=Message&Print=Yes&Number=111304&FolderID=0 


Hi Jenny: 


The Applicant is requesting a continuance of the hearing scheduled for Monday, May 3rd to the 
next available hearing date because of changes with respect to its plans in order to expand the 
commercial space in the building which in turn will require other changes to the plans. 


Would you please let my office know the if the request will be granted by the Members of the 
ARB. 


Thank you. 


Bob 


BE AWARE OF WIRE FRAUD — IF YOU RECEIVE AN EMAIL FROM OUR OFFICE REQUESTING THAT YOU WIRE FUNDS, YOU MUST CAL 
OUR OFFICE AND VERBALLY CONFIRM THE REQUEST PRIOR TO THE TRANSFER OF ANY FUNDS. WIRING INSTRUCTIONS WILL ONLY 
COME FROM OUR OFFICE. IF YOU RECEIVE INSTRUCTIONS FROM ANY OTHER PARTY (INCLUDING YOUR LENDER) CALL US 
IMMEDIATELY. 


CONFIDENTIALITY NOTICE: This communication contains privileged and confidential information that is intended for the 
use of the individual or entity named above, only. If the reader of this communication is not the intended recipient or tt 
employee or agent responsible for delivering to addressee, you are notified that any dissemination or copying of this 
communication is strictly prohibited. If you received this message in error, please notify the Law Office of Robert J. 
Annese by phone at (781) 646-4911 and delete this communication from your system. 


Robert J. Annese, Esquire 
1171 Massachusetts Avenue 
Arlington, MA 02476 
Telephone: 781-646-4911 
Facsimile: 781-646-4910 
law@robertannese.com 
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Town of Arlington, Massachusetts 
Department of Planning & Community Development 
730 Massachusetts Avenue, Arlington, Massachusetts 02476 





Public Hearing Memorandum 


The purpose of this memorandum is to provide the Arlington Redevelopment Board and public with technical 
information and a planning analysis to assist with the regulatory decision-making process. 


To: Arlington Redevelopment Board 
From: Jennifer Raitt, Secretary Ex Officio 
Subject: Environmental Design Review, 190 & 192-200 Massachusetts Avenue, Arlington, 


MA, Docket #3650 


Date: March 31, 2021 


I. Docket Summary 


This is an application by 190-200 Massachusetts Ave, LLC, 455 Massachusetts Avenue, 
Suite 1, Arlington, MA, to open Special Permit Docket #3650 for the construction of a 
mixed-use building containing retail and 37 residential units, including 8 affordable 
units, at 190 & 192-200 Massachusetts Avenue, Arlington, MA in the B3 Village 
Business District. The opening of the hearing is to allow the Board to review and 
approve the development under Section 3.4, Environmental Design Review Special 
Permit of the Arlington Zoning Bylaw. 


The proposed building is a five-story mixed-use structure. The 37 residential units are 
a mix of studios, one-bedrooms, and two-bedrooms. Eight affordable units, or 21% of 
the total units, are provided. The single commercial space is proposed to be 2,084 
square feet. Parking is provided onsite in a garage with 15 parking spaces. 


Materials submitted for consideration of this application: 
e Application for EDR Special Permit, including an Environmental Impact Statement; 
e Site Development Plan Set, prepared by Allen & Major Associates, Inc, dated March 
10, 2021; 
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e Architectural Drawing Set, including floor plans, elevations, renderings and a solar 
studies, prepared by Market Square Architects, dated March 1, 2021; 

e Updated Solar Study, prepared by Market Square Architects, dated March 18, 
2021; 

e Reduced Height Buffer Area Narrative, prepared by Market Square Architects; 

e Figure 1, Reduced Height Buffer Area, prepared by Allen & Major Associates, dated 
October 28, 2020; 

e Drainage Summary Letter, prepared by Allen & Major Associates, dated March 10, 
2021; 

e Traffic Impact Statement Memorandum, prepared by MDM Transportation 
Consultants, Inc, dated December 21, 2020; and 

e LEED Checklist. 


Application of Special Permit Criteria (Arlington Zoning Bylaw, Section 3.3) 


1. Section 3.3.3.A. 
The use requested is listed as a Special Permit in the use regulations for the 
applicable district or is so designated elsewhere in this Bylaw. 


Mixed-use is allowed by Special Permit in the B3 Village Business District. The Zoning 
Bylaw, in Section 5.5.1.D, indicates that the district’s predominant uses include retail, 
service, and office establishments catering to both convenience and comparison-good 
shoppers and oriented to pedestrian traffic. Mixed-use buildings are allowed and 
encouraged, including in the principal business area at Lake Street and Massachusetts 
Avenue. Mixed-use is a combination of two or more distinct land uses, such as those 
proposed by this applicant, and the definition encourages such uses to be in a single, 
multi-story structure, such as that proposed by the applicant. 


The Capitol Square area, at the intersection of Lake Street and Massachusetts Avenue, 
is the major shopping district in East Arlington. The B3 District stretches from Melrose 
Street and Marathon Street to just beyond Winter Street. To the west are single-story 
and three-story buildings in the B3 District; to the east are single-story buildings. 
Immediately adjacent to the B3 district are two high-density residential districts (R5 to 
the south and west and R6 to the north), including a six-story, 47-unit building and a 
five-story, 22-unit building. Beyond the parcels fronting on Massachusetts Avenue is 
the R2 district where the traditional two-family residential streetscape of East Arlington 
is dominant. 


The Board can find that this condition is met. 
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2. Section 3.3.3.B. 
The requested use is essential or desirable to the public convenience or welfare. 


The requested use is essential and desirable. The second key finding in the Master Plan 
notes that “Massachusetts Avenue has the capacity for growth. It can support mixed- 
use development commensurate with its function as Arlington’s primary commercial 
corridor. Massachusetts Avenue is accessible to neighborhoods throughout the town, it 
has frequent bus service, bicycle routes, and good walkability. Increased density 
through greater building heights and massing would benefit the corridor from an urban 
design perspective and benefit the town from a fiscal perspective.” (p.8) 


This proposal will bring thirty-seven (37) new two-bedroom, one-bedroom, and studio 
residential units, of which eight? will be affordable to households earning at or below 
70% of the area median income, and one commercial space. The Town has clearly 
established affordable housing priorities described in its Housing Production Plan 
(adopted by the Select Board and Redevelopment Board and approved by the State in 
2016). New housing opportunities, including market-rate and affordable homes, are 
needed in the community; this project helps address that demand. 


While the addition of residential units is desired, there is a net loss of 9,300 square feet 
of commercial space. The loss is due to the need to also provide parking on the site. A 
2,084 square foot commercial space (noted as retail/restaurant on the architectural 
plans) would remain following the redevelopment of the site. Although several 
commercial spaces in the existing building are vacant due to the pandemic or other 
business reasons, the loss of an entire block of commercial storefronts is difficult to 
balance with the applicant’s proposal to consolidate the commercial storefront to one 
space and to provide parking. 


It should be noted that an apartment building is allowed by special permit in the B3 
District, so providing any commercial space within the building remains a desirable 
condition. The Board can find that this condition is met. 


3. Section 3.3.3.C. 
The requested use will not create undue traffic congestion or unduly impair 
pedestrian safety. 


As discussed in more detail under the EDR Circulation criteria, while the Traffic Impact 
Analysis shows a net reduction in trips to the site, that may be the result of the loss of a 
substantial amount of commercial space in the building. The Traffic Impact Analysis is 
missing key details about how new trips will access the site to fully assess traffic 
congestion around the site. 


1 Eight units exceeds the requirement of Section 8.2. 
* The Town tracks commercial and industrial property vacancies. This property owner has more commercial 
vacancies in Arlington than any other commercial property owner in Arlington. 
3 
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It is not expected that the proposed project will unduly impair pedestrian safety. 


Section 3.3.3.D. 

The requested use will not overload any public water, drainage or sewer system or 
any other municipal system to such an extent that the requested use or any 
developed use in the immediate area or in any other area of the Town will be unduly 
subjected to hazards affecting health, safety, or the general welfare. 


A Drainage Summary letter indicates that standards have been met with the proposed 
stormwater design, which includes a new connection that collects stormwater from the 
roof and directs into the drainage system in the street. In addition, a very modest 
amount of landscaped areas will be added to the site resulting in a reduction of 
impervious area and quantity of stormwater flowing from the site. The proposed 
project will improve, not overload, public utilities. The Board can find that this 
condition is met. 


Section 3.3.3.E. 
Any special regulations for the use as may be provided in the Bylaw are fulfilled. 


As a condition of any decision for the proposed mixed-use building, the Applicant will 
need to fulfill the requirements of Section 8.2 which outline the affordable housing 
requirements. A building with thirty-seven (37) units requires six affordable units that 
are representative of the mix of units in the building available to eligible households 
making up to 70% of the area median income. In excess of the requirement, applicant 
materials indicate that eight units would be designated as affordable and are equitably 
dispersed throughout the proposed building. There are no other special regulations for 
the use that must be fulfilled. The Board can find that this condition is met. 


Section 3.3.3.F. 
The requested use will not impair the integrity or character of the district or adjoining 
districts, nor be detrimental to the health or welfare. 


The proposed building departs from the commercial block architecture exhibited most 
prominently in the structure containing the Capitol Theatre. Neither the former bank 
building, which was adaptively reused for restaurants for decades, nor the rest of this 
commercial block are not listed on the Arlington Historical Commission’s Inventory. 
The Historic Preservation Survey Master Plan recommended including this block on a 
Capitol Square area form. The prominent bank entry of the bank building is proposed 
to be retained and gives the ground floor its brick aesthetic consistent with the Capitol 
Square business district. The upper floor facade is a mix of white and grey fiber cement 
panels. Attention should be given to better blending the bank entry into the second 
story through potentially the color choice of the cement panels or other building 
facade materials which better align with masonry on the first floor. 
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Further, the Applicant should clarify whether the screened views into the parking 
garage on Lake Street are necessary for ventilation of the garage. In general, this style 
is unfriendly to pedestrians and does not create an inviting streetscape. If the screened 
openings are not necessary for ventilation, or even if they are, the applicant should 
consider a different treatment that is more supportive of the pedestrian experience. 


The building also includes differentiation of the upper story and variation in the facade 
with a common roof deck overlooking Massachusetts Avenue, which is encouraged in 
the Arlington Design Standards. 


Bicycle parking is available throughout the building and vehicular parking is located on 
the ground floor of the building. Signage and wayfinding placeholders are shown on 
the plans, but the Applicant should provide details regarding dimensions and materials. 


The Applicant is proposing a floor area ratio (FAR) of 4.1. The existing building’s FAR is 
0.9. The Zoning Bylaw allows a maximum FAR of 1.5 for a mixed-use building on a lot 
less than 20,000 square feet in this zoning district. The Capitol Theatre building at 202- 
218 Massachusetts Avenue, developed in the 1920s, exceeds the FAR of 1.5 at 2.6.3 If 
the Applicant is limited to the FAR of 1.5, the resulting building could have a maximum 
floor area of 16,701 square feet. This might be a single-story building with a partial 
second story covering the full lot, or a three-story building covering half the lot. The 
maximum FAR of 1.5 is at odds with the maximum story and height allowed in the 
Zoning Bylaw of up to 5 stories and 60 feet respectively. 


Regarding the maximum number of stories, the Applicant seeks relief from the 
Reduced Height Buffer area of Section 5.3.19 to allow the maximum 5 stories and 60 
feet. The Applicant states that that since the lower density R2 district is not 
immediately adjacent to the property, the affect of the greater height is limited. A 
shadow study has been provided which indicates that only in the winter months will 
shadows from the building extend across Massachusetts Avenue to the R2 district on 
Cleveland Street. 


The proposed mixed-use building is in keeping with adjacent land uses, particularly 
along Massachusetts Avenue. While it is desired to maintain or increase the amount of 
commercial space, new residential units will not impair the integrity or character of the 
district or the adjoining districts and it will not be detrimental to health or welfare. 
While the proposed structure building design is generally consistent with the Design 
Standards for the Town of Arlington, it is lacking active ground floor uses which are 
encouraged along Massachusetts Avenue per the Design Standards. 


3 In fact, because the lot at 202-218 Massachusetts Avenue is more than 20,000 square feet, the FAR for a mixed- 
use building is 1.4 per the Zoning Bylaw. 
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Section 3.3.3.G. 
The requested use will not, by its addition to a neighborhood, cause an excess of the 
use that could be detrimental to the character of said neighborhood. 


The use will not be in excess or detrimental to the character of the neighborhood. The 
Board can find this condition is met. 


Wl. Environmental Design Review Standards (Arlington Zoning Bylaw, Section 3.4) 


1. 


EDR-1 Preservation of Landscape 

The landscape shall be preserved in its natural state, insofar as practicable, by 
minimizing tree and soil removal, and any grade changes shall be in keeping with the 
general appearance of neighboring developed areas. 


The existing property is entirely impervious and there is no natural landscape to 
preserve with the building fully saturating the building lot. As part of the project, 
approximately 1,125 square feet of impervious material will be replaced with grassed 
areas and arborvitae along the rear property line. Along the street, perennial plantings 
and shrubs will be planted. The new landscaping will provide a buffer from the 
property at 8 Lake Street, which includes a rear parking lot and rive aisle. The Board can 
find that this condition is met. 


EDR-2 Relation of the Building to the Environment 

Proposed development shall be related harmoniously to the terrain and to the use, 
scale, and architecture of the existing buildings in the vicinity that have functional or 
visible relationship to the proposed buildings. The Arlington Redevelopment Board 
may require a modification in massing so as to reduce the effect of shadows on the 
abutting property in an RO, R1 or R2 district or on public open space. 


There are a range of architectural styles in the vicinity. The proposed development is in 
the B3 Village Business District which is the dominant zoning district in Capitol Square. 
Building heights in the vicinity range from single-story to six-story. As the Town’s 
Design Standards indicate, greater height in certain locations can be beneficial. The 
proposed building step-back helps to diminish the impact of overall building height. 
While the ground floor storefront has a compatible aesthetic for the business district, it 
does not relate well to the upper floors. More could be done to improve the human 
scale at the ground floor. An overall improved building facade treatment that relates to 
the building’s prominent location and an active street level use would improve the 
relationship of the building to the environment. 


EDR-3 Open Space 

All open space (landscaped and usable) shall be so designed as to add to the visual 
amenities of the vicinity by maximizing its visibility for persons passing by the site or 
overlooking it from nearby properties. The location and configuration of usable open 
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space shall be so designed as to encourage social interaction, maximize its utility and 
facilitate maintenance. 


As noted above, the proposed project will add areas of landscaping to an existing 
impervious site. The proposal includes approximately 1,125 square feet of landscaped 
open space along the rear of the building, which also provides a buffer with the 
adjacent building at 8 Lake Street. This is about half of the 10% landscaped open space 
requirement. The usable open space is located on the roof deck and is approximately 
2,140 square feet. This is only 9% of the usable open space requirement and does not 
meet all the requirements for usable open space. 


Additionally, the setback for the proposed building is on a corner lot meaning that the 
setback should be the same as an adjacent lot. On the Lake Street and Chandler Street 
frontage, the adjoining lot is an apartment building in the RS Zoning District which 
would be approximately 16.5 ft. (10 ft + (65 ft/10 ft)). The Board can adjust this 
requirement per Section 5.3.16. 


Lastly, a 15-foot buffer is required along the parking lot adjacent to the RS lot to the 
rear of the building. This proposed buffer would be planted and a vinyl fence will be 
installed allowing the buffer to be reduced to 7.5 feet, which is seen on the plans. 


. EDR-4 Circulation 


With respect to vehicular and pedestrian and bicycle circulation, including 
entrances, ramps, walkways, drives, and parking, special attention shall be given to 
location and number of access points to the public streets (especially in relation to 
existing traffic controls and mass transit facilities), width of interior drives and 
access points, general interior circulation, separation of pedestrian and vehicular 
traffic, access to community facilities, and arrangement of vehicle parking and 
bicycle parking areas, including bicycle parking spaces required by Section 6.1.12 
that are safe and convenient and, insofar as practicable, do not detract from the use 
and enjoyment of proposed buildings and structures and the neighboring properties. 


The proposed project includes 15 spaces for vehicles located in the ground floor 
garage, including one HP vehicle space and an EV charger space. Short-term and long- 
term bicycle parking is provided. Improved sidewalks, curb cuts, and curb treatments 
are also proposed. Any such proposed improvements in the public right-of-way will 
require additional review and approval by the Engineering Division. 


The parking requirement is for mixed-use which calculates the parking required for 
each individual use; the parking required for the residential use totals 45 parking 
spaces, and while the commercial space would typically require seven parking spaces, 
the first 3,000 square feet of non-residential space in mixed-use buildings is exempt 
from the parking requirements per Section 6.1.10.C. The applicant is requesting a 
reduction in the number of parking spaces provided to 15 spaces per Section 6.1.5 of 
the Zoning Bylaw. If the parking requirement is further reduced to eliminate four more 
parking spaces, the retail/restaurant space could increase. 
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Regarding meeting the long-term bicycle parking requirements, 60 spaces are 
provided, which exceeds the requirement by three spaces. While it is appreciated that 
the long-term bicycle storage is provided on the residential floors, it is not provided on 
all residential floors and there is not any indication that the required long-term bicycle 
parking for the retail/restaurant space is provided. Additionally, the applicant should 
clarify the size of the elevator and whether a bicycle could fit in the elevator without 
having to lift the bike. If the elevator is too small and people to use the stairs with their 
bikes, that will make the bike parking unusable for most people. The required short- 
term bicycle parking is provided near the entrance to the garage and residential lobby. 
This is not an ideal location for short-term parking for visitors to the retail/restaurant 
space. While the space along Massachusetts Avenue is limited, effort should be made 
to identify a location for short-term bicycle parking. 


a 
Vehicle Parking Requirements* 




















Number of Bedrooms/ Number Zoning Total Parking 
Apartment Use of Units Requirement Required 
2-bedroom 4 2 8 
1-bedroom 23 1.15 27 
Studio 10 1 10 
Total Required Vehicle Parking 45 
Total Proposed Vehicle Parking after Section 6.1.5 
Reduction 15 








* First 3,000sf of non-residential space in mixed-use buildings is exempt. 





Bicycle Parking Requirements 




















Use Short-Term Parking Long-Term Parking 
Residential 4 spaces 56 spaces 
Retail 1 space 1 space 

Total Required 

Bicycle Parking 5 57 

Total Proposed 

Bicycle Parking 8 60 











The TDM measures that are proposed include unbundling parking (although 
clarification on how the parking spaces will be assigned is necessary), providing bicycle 
parking exceeding the requirement, improving walking conditions by reconstructing 
the sidewalk, providing an EV charging space, and including a car-sharing parking space. 
The applicant should provide an update on whether a car sharing company is 
interested in having a garage space. Comments regarding the bicycle parking are 
provided above. The suggestion to reconstruct the sidewalks and ramps on Lake Street 
and Massachusetts Avenue seems unnecessary as the area was reconstructed as part 
of the Massachusetts Avenue reconstruction. The sidewalk on Chandler Street should 
be reconstructed. Additionally, the bench proposed for replacement is new and may 
not need to be replaced. The inclusion of planters is a nice addition, but additional 
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consideration needs to be given to the human scale elements of the ground floor 
space. 


The proposed project is highly accessible by transit, bike, and walking, and since there 
is a significant reduction in commercial space, it is likely that the aggregate number of 
trips to this location will be reduced as the Traffic Impact Analysis claims. However, in 
the Capitol Square business district there is no existing on-site public parking for these 
buildings, and it assumed that the provided parking would be for residential tenants 
not for patrons of the commercial space. Currently, it is likely that most trips to this 
location are parking on-street on Massachusetts Avenue, Chandler Street, or another 
public street. As such, the actual impact of the current trips is dispersed across 
Massachusetts Ave and other streets. 


Since a parking lot will be introduced to the site, many of the remaining trips estimated 
will directly come on-site to park. The Traffic Impact Analysis does not provide any 
traffic count data, but it is likely that more trips will happen via Chandler Street since 
that is how the parking lot will be accessed. While the total number of new trips on 
Chandler Street may not be very large in real terms, it may be perceived to be many in 
comparison to the existing traffic. Without any traffic data for Chandler Street, it is 
difficult to discern the impact. 


The parking garage does provide the 24-foot aisle necessary for two-way traffic. One- 
way traffic through the property would be ideal, but an ingress or an egress on Lake 
Street is extremely close to the Lake Street and Massachusetts Avenue intersection 
where it might cause congestion and crashes at any already busy intersection. The 
Traffic Impact Analysis also fails to address the various ways to access Chandler Street. 
Due to the network of one-way streets and various turn restrictions, the only way to 
access the parking lot from Lake Street is from Brooks Avenue. There are a few options 
from Massachusetts Avenue, but each requires making a circuitous route driving down 
to Herbert Road and back up Chandler Street. It may be appropriate for the ARB to 
request a trip distribution analysis to assess how people will access this site. The 
Applicant may also want to report on how communication with the adjacent property 
owner to gain access rights to use the alleyway between the project site and 8 Lake 
Street. 


Overall, the ARB may want more detailed information regarding circulation around the 
site to adequately assess the proposal. 


EDR-5 Surface Water Drainage 
Special attention shall be given to proper site surface drainage so that removal of 


surface waters will not adversely affect neighboring properties or the public storm 
drainage system. Available Best Management Practices for the site should be 
employed, and include site planning to minimize impervious surface and reduce 
clearing and re-grading. Best Management Practices may include erosion control 
and stormwater treatment by means of swales, filters, plantings, roof gardens, 
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native vegetation, and leaching catch basins. Stormwater should be treated at least 
minimally on the development site; that which cannot be handled on site shall be 
removed from all roofs, canopies, paved and pooling areas and carried away in an 
underground drainage system. Surface water in all paved areas shall be collected in 
intervals so that it will not obstruct the flow of vehicular or pedestrian traffic and will 
not create puddles in the paved areas. In accordance with Section 3.3.4., the Board 
may require from any Applicant, after consultation with the Director of Public 
Works, security satisfactory to the Board to ensure the maintenance of all 
stormwater facilities such as catch basins, leaching catch basins, detention basins, 
swales, etc. within the site. The Board may use funds provided by such security to 
conduct maintenance that the Applicant fails to do. The Board may adjust in its 
sole discretion the amount and type of financial security such that it is satisfied 
that the amount is sufficient to provide for any future maintenance needs. 


The application materials, drainage summary letter, and site development plan show a 
new connection to carry roof runoff to the drainage system in the street. This is an 
improvement over the existing conditions. The proposed design complies with the 
Town’s current stormwater bylaw. Final design materials must be submitted for review 
and approval by the Town Engineer. 


EDR-6 Utilities Service 

Electric, telephone, cable TV, and other such lines of equipment shall be 
underground. The proposed method of sanitary sewage disposal and solid waste 
disposal from all buildings shall be indicated. 


All new utility service will be underground. The Board can find that this condition is 
met. 


EDR-7 Advertising Features 
The size, location, design, color, texture, lighting and materials of all permanent signs 


and outdoor advertising structures or features shall not detract from the use and 
enjoyment of proposed buildings and structures and the surrounding properties. 


The application materials show representative signs on the commercial storefront. The 
applicant should submit specifications of this signage for the Board to assess. 
Additionally, lighting and any other potential outdoor features relative to the building 
should be provided. 


EDR-8 Special Features 
Exposed storage areas, exposed machinery installations, service areas, truck loading 


areas, utility buildings and structures, and similar accessory areas and structures shall 
be subject to such setbacks, screen plantings or other screening methods as shall 
reasonably be required to prevent their being incongruous with the existing or 
contemplated environment and the surrounding properties. 
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The roofing plan provided indicates that roof structures are appropriately set back and 
that a parapet and additional screening will provide screening of said structures. The 
site plan shows an enclosed dumpster and recycling area located in the garage parking. 
The existing businesses currently utilize on-street parking for truck loading and 
unloading and for service deliveries. The Board can find that this condition is met. 


EDR-9 Safety 
With respect to personal safety, all open and enclosed spaces shall be designed to 


facilitate building evacuation and maximize accessibility by fire, police and other 
emergency personnel and equipment. Insofar as practicable, all exterior spaces and 
interior public and semi-public spaces shall be so designed to minimize the fear and 
probability of personal harm or injury by increasing the potential surveillance by 
neighboring residents and passersby of any accident or attempted criminal act. 


The proposed building has been designed to meet all relevant health and safety 
codes. A lighting plan was not provided as part of the plan set. These details are 
needed to assess safety criteria. 


EDR-10 Heritage 
With respect to Arlington's heritage, removal or disruption of historic, traditional or 


significant uses, structures or architectural elements shall be minimized insofar as 
practical whether these exist on the site or on adjacent properties. 


The existing structure is not listed on the Inventory of Historically or Architecturally 
Significant Properties in the Town of Arlington nor is it under the jurisdiction of the 
Arlington Historical Commission. As such, the site contains no historic, traditional, or 
significant uses, structures, or architectural elements. The Board can find this condition 
is met. 


EDR-11 Microclimate 

With respect to the localized climatic characteristics of a given area, any 
development which proposes new structures, new hard surface, ground coverage or 
the installation of machinery which emits heat, vapor or fumes shall endeavor to 
minimize insofar as practicable, any adverse impacts on light, air and water resources 
or on noise and temperature levels of the immediate environment. 


Based upon materials provided in the application, there will be no adverse impacts on 
air and water resources or on temperature levels of the immediate environment. While 
the owner states that they do not contemplate installation of machinery that emits 
heat, vapors, or fumes in connection with the proposed building, additional plan details 
are needed regarding lighting and emissions from machinery located on the roof to 
determine any impacts on the immediate environment. Mechanical specifications for 
the HVAC equipment should also be provided. 
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12. EDR-12 Sustainable Building and Site Design 
Projects are encouraged to incorporate best practices related to sustainable sites, 


water efficiency, energy and atmosphere, materials and resources, and indoor 
environmental quality. Applicants must submit a current Green Building Council 
Leadership in Energy and Environmental Design (LEED) checklist, appropriate to 
the type of development, annotated with narrative description that indicates how 
the LEED performance objectives will be incorporated into the project. 


The proposed building generates a LEED score that demonstrates the building could be 
LEED certified. We recommend that the proposed building aim to achieve higher LEED 
performance standards where possible, particularly in energy and atmosphere 
category. The Board can find that this condition is met. 


IV. Findings 


The following findings are for the Board’s consideration: 


The ARB finds that the project is consistent with Environmental Design Review per 
Section 3.4 of the Zoning Bylaw. 

The ARB finds that the setbacks on Lake Street and Chandler Street are appropriate 
per Section 5.3.16. 

The ARB finds that the five-story building will not adversely affect the adjacent R2 
zoning districts per Section 5.3.19. 

The ARB finds that the parking reduction and TDM measures justify the parking 
reduction per Section 6.1.5. 


V. Conditions 


A. General 


1. 


2s 


3. 


The final design, sign, exterior material, landscaping, and lighting plans shall be 
subject to the approval of the Arlington Redevelopment Board or 
administratively approved by the Department of Planning and Community 
Development. Any substantial or material deviation during construction from the 
approved plans and specifications is subject to the written approval of the 
Arlington Redevelopment Board. 


Any substantial or material deviation during construction from the approved plans 
and specifications is subject to the written approval of the Arlington 
Redevelopment Board. 


The Board maintains continuing jurisdiction over this permit and may, after a duly 
advertised public hearing, attach other conditions or modify these conditions as it 
deems appropriate in order to protect the public interest and welfare. 
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Snow removal from all parts of the site, as well as from any abutting public 
sidewalks, shall be the responsibility of the owner and shall be accomplished in 
accordance with Town Bylaws. 


Trash shall be picked up only on Monday through Friday between the hours of 7:00 
am and 6:00 pm. All exterior trash and storage areas on the property, if any, shall 
be properly screened and maintained in accordance with Article 30 of Town 
Bylaws. 


The Applicant shall provide a statement from the Town Engineer that all 
proposed utility services have adequate capacity to serve the development. The 
applicant shall provide evidence that a final plan for drainage and surface water 
removal has been reviewed and approved by the Town Engineer. 


Upon installation of landscaping materials and other site improvements, the 
Applicant shall remain responsible for such materials and improvement and shall 
replace and repair as necessary to remain in compliance with the approved site 
plan. 


All utilities serving or traversing the site (including electric, telephone, cable, and 
other such lines and equipment) shall be underground. 


Upon the issuance of the building permit the Applicant shall file with the Building 
Inspector and the Department of Community Safety the names and telephone 
numbers of contact personnel who may be reached 24 hours each day during the 
construction period. 


Building signage will be filed with and reviewed and approved by the Department 
of Planning and Community Development and Inspectional Services. 


B. Special Conditions 


1. 


2: 


3. 


The owner will work with the Department of Planning and Community 
Development to comply with all requirements of Section 8.2, Affordable Housing 
Requirements. 


The affordable units must be equitably dispersed throughout the building and 
shall be comparable to market-rate units in terms of location, quality and 
character, room size, number of rooms, number of bedrooms, and external 
appearance. 


An Affordable Housing Deed Restriction shall be executed with the Town prior to 
issuance of an Occupancy Permit for the eight affordable units. 


13 
141 of 285 


Docket #: 3650 
190 &192-200 Massachusetts Avenue 
Page 14 of 14 


No condominium conversion of said affordable rental units shall be permitted 
without the express permission of this Board. In the case of a proposed 
condominium conversion, Applicant shall work with the Department of Planning 
and Community Development to ensure that the units continue to meet the 
requirements of Section 8.2. 
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TOWN OF ARLINGTON 

REDEVELOPMENT BOARD 

Application for Special Permit In Accordance with Environmental Design 
Review Procedures (Section 3.4 of the Zoning Bylaw) 












































Docket No. 
1. Property Address 190 & 192-200 Massachusetts Ave 
Name of Record Owner(s) 190-200 Massachusetts Ave, LLC Phone _781-654-6306 
Address of Owner _455 Massachusetts Ave , Ste 1 , _Arlington, MA 02474 
Street City, State, Zip 
2 Name of Applicant(s) (if different than above) Same as above 
Address Phone 
Status Relative to Property (occupant, purchaser, etc.) 
3. Location of Property ___ Map 6, Block 3, Lots 1A and 1B 
Assessor's Block Plan, Block, Lot No. 
4. Deed recorded in the Registry of deeds, Book , Page : 
-or- registered in Land Registration Office, Cert. No. 3413N_, in Book 1362 _, Page _16 
1376 27 
5. Present Use of Property (include # of dwelling units, if any) Retail, Service, Restaurant 
6. Proposed Use of Property (include # of dwelling units, if any) __ Mixed-Use 





37 Apartment Units & Retail 























7. Permit applied for in accordance with 3.4 Environmental Design Review 
the following Zoning Bylaw section(s) 552 i i 
SP (Mixed-Use <=20,000SF) 
section(s) title(s) 
8. Please attach a statement that describes your project and provide any additional information that may aid the ARB in 


understanding the permits you request. Include any reasons that you feel you should be granted the requested permission. 


See Attached 


(In the statement below, strike out the words that do not apply) 
The applicant states that 192-200 Massachusetts Ave, LLC is the owner -or- occupant -or- purchaser under agreement of the 
property in Arlington located at_190 & 192-200 Massachusetts Ave 
which is the subject of this application; and that unfavorable action -or- no unfavorable action has been taken by the Zoning Board 
of Appeals on a similar application regarding this property within the last two years. The applicant expressly agrees to comply 
with any and all conditions and qualifications imposed upon this permission, either by the Zoning Bylaw or by the Redevelopment 
Board, should the permit be granted. 











Signature of Applicant(s) 





Address Phone 
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Town of Arlington Redevelopment Board 
Application for Special Permit in accordance with 
Environmental Design Review (Section 3.4) 


Required Submittals Checklist 


Two full sets of materials and one electronic copy are required. A model may be requested. 
Review the ARB’s Rules and Regulations, which can be found at arlingtonma.gov/arb, for the full 
list of required submittals. 


_X_ Dimensional and Parking Information Form (see attached) 

_X_ Site plan of proposal 

_N/A_ Model, if required 

_X Drawing of existing conditions 

_X___ Drawing of proposed structure 

_X___ Proposed landscaping. May be incorporated into site plan 

_X___ Photographs 

_X_____ Impact statement 

NA Application and plans for sign permits 

_X__ Stormwater management plan (for stormwater management during construction for projects 
with new construction 

FOR OFFICE USE ONLY 





Special Permit Granted Date: 





Received evidence of filing with Registry of Deeds Date: 


Notified Building Inspector of Special Permit filing Date: 
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TOWN OF ARLINGTON 
REDEVELOPMENT BOARD 
Petition for Special Permit under Environmental Design Review (see Section 3.4 of the 


Arlington Zoning Bylaw for Applicability) 


For projects subject to Environmental Design Review, (see Section 3.4), please submit a statement that completely describes your 
proposal, and addresses each of the following standards. 


1. Preservation of Landscape. The landscape shall be preserved in its natural state, insofar as practicable, by minimizing 
tree and soil removal, and any grade changes shall be in keeping with the general appearance of neighboring developed 
areas. 


2. Relation of Buildings to Environment. Proposed development shall be related harmoniously to the terrain and to the 
use, scale, and architecture of existing buildings in the vicinity that have functional or visual relationship to the proposed 
buildings. The Arlington Redevelopment Board may require a modification in massing to reduce the effect of shadows 
on abutting property in an RO, R1 or R2 district or on public open space. 


3. Open Space. All open space (landscaped and usable) shall be so designed as to add to the visual amenities of the vicinity 
by maximizing its visibility for persons passing the site or overlooking it from nearby properties. The location and 
configuration of usable open space shall be so designed as to encourage social interaction, maximize its utility, and 
facilitate maintenance. 


4. Circulation. With respect to vehicular, pedestrian and bicycle circulation, including entrances, ramps, walkways, drives, 
and parking, special attention shall be given to location and number of access points to the public streets (especially in 
relation to existing traffic controls and mass transit facilities), width of interior drives and access points, general interior 
circulation, separation of pedestrian and vehicular traffic, access to community facilities, and arrangement of vehicle 
parking and bicycle parking areas, including bicycle parking spaces required by Section 8.13 that are safe and convenient 
and, insofar as practicable, do not detract from the use and enjoyment of proposed buildings and structures and the 
neighboring properties. 


5. Surface Water Drainage. Special attention shall be given to proper site surface drainage so that removal of surface 
waters will not adversely affect neighboring properties or the public storm drainage system. Available Best Management 
Practices for the site should be employed, and include site planning to minimize impervious surface and reduce clearing 
and re-grading. Best Management Practices may include erosion control and storm water treatment by means of swales, 
filters, plantings, roof gardens, native vegetation, and leaching catch basins. Storm water should be treated at least 
minimally on the development site; that which cannot be handled on site shall be removed from all roofs, canopies, 
paved and pooling areas and carried away in an underground drainage system. Surface water in all paved areas shall be 
collected at intervals so that it will not obstruct the flow of vehicular or pedestrian traffic, and will not create puddles in 
the paved areas. 


In accordance with Section 3.3.4, the Board may require from any applicant, after consultation with the Director of 
Public Works, security satisfactory to the Board to insure the maintenance of all storm water facilities such as catch 
basins, leaching catch basins, detention basins, swales, etc. within the site. The Board may use funds provided by such 
security to conduct maintenance that the applicant fails to do. The Board may adjust in its sole discretion the amount and 
type of financial security such that it is satisfied that the amount is sufficient to provide for the future maintenance needs. 


6. Utility Service. Electric, telephone, cable TV and other such lines and equipment shall be underground. The proposed 
method of sanitary sewage disposal and solid waste disposal from all buildings shall be indicated. 


7. Advertising Features. The size, location, design, color, texture, lighting and materials of all permanent signs and outdoor 
advertising structures or features shall not detract from the use and enjoyment of proposed buildings and structures and the 
surrounding properties. Advertising features are subject to the provisions of Section 6.2 of the Zoning Bylaw. 
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8. Special Features. Exposed storage areas, exposed machinery installations, service areas, truck loading areas, 
utility buildings and structures, and similar accessory areas and structures shall be subject to such setbacks, 
screen plantings or other screening methods as shall reasonably be required to prevent their being incongruous 
with the existing or contemplated environment and the surrounding properties. 


9. Safety. With respect to personal safety, all open and enclosed spaces shall be designed to facilitate building 
evacuation and maximize accessibility by fire, police, and other emergency personnel and equipment. Insofar 
as practicable, all exterior spaces and interior public and semi-public spaces shall be so designed as to 
minimize the fear and probability of personal harm or injury by increasing the potential surveillance by 
neighboring residents and passersby of any accident or attempted criminal act. 


10. Heritage. With respect to Arlington's heritage, removal or disruption of historic, traditional or significant uses, 
structures, or architectural elements shall be minimized insofar as practicable, whether these exist on the site or 
on adjacent properties. 


11. Microclimate. With respect to the localized climatic characteristics of a given area, any development which 
proposes new structures, new hard-surface ground coverage, or the installation of machinery which emits 
heat, vapor, or fumes, shall endeavor to minimize, insofar as practicable, any adverse impact on light, air, and 
water resources, or on noise and temperature levels of the immediate environment. 


12. Sustainable Building and Site Design. Projects are encouraged to incorporate best practices related to 
sustainable sites, water efficiency, energy and atmosphere, materials and resources, and indoor 
environmental quality. Applicants must submit a current Green Building Council Leadership in Energy and 
Environmental Design (LEED) checklist, appropriate to the type of development, annotated with narrative 
description that indicates how the LEED performance objectives will be incorporated into the project. 
[LEED checklists can be found at http://www.usgbc.org/DisplayPage.aspx? CMSPageID=220b | 





In addition, projects subject to Environmental Design Review must address and meet the following 
Special Permit Criteria (see Section 3.3.3 of the Zoning Bylaw): 


1. The use requested is listed as a special permit in the use regulations for the applicable district or is so 
designated elsewhere in this Bylaw. 


2. The requested use is essential or desirable to the public convenience or welfare. 

3. The requested use will not create undue traffic congestion or unduly impair pedestrian safety. 

4. The requested use will not overload any public water, drainage or sewer system or any other municipal system 
to such an extent that the requested use or any developed use in the immediate area or in any other area of the 
Town will be unduly subjected to hazards affecting health, safety or the general welfare. 


5. Any special regulations for the use as may be provided in this Bylaw are fulfilled. 


6. The requested use will not impair the integrity or character of the district or adjoining districts, nor be 
detrimental to the health, morals, or welfare. 


7. The requested use will not, by its addition to a neighborhood, cause an excess of the particular use that 
could be detrimental to the character of said neighborhood. 
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TOWN OF ARLINGTON 
Dimensional and Parking Information 
for Application to 

The Arlington Redevelopment Board Docket No. 


Property Location _190 & 192-200 Massachusetts Ave Zoning District _B3 


192-200 Massachusetts Ave, LLC Address: _455 Massachusetts Ave, Arlington, MA 


Owner: 


Uses and their gross square feet: 
1-Story 9,916 SF 


Present Use/Occupancy: No. of Dwelling Units: 


Retail, Service, Restaurant 








Uses and their gross square feet: 


5-Story Mixed-Use 


Proposed Use/Occupancy: No. of Dwelling Units: 


Mixed-Use, 37 Apartment Units & Retail 



















































































Min. or Max. 
Present Proposed Required by Zoning 
Conditions Conditions for Proposed Use 
Lot Size 11,134 SF 11,134 SF min, 777 
Frontage 102.1 FT 102.1 FT min. 50 FT 
Floor Area Ratio 0.9 4.1 max. 1-9 
Lot Coverage (%), where applicable N/A N/A max. ---- 
Lot Area per Dwelling Unit (square feet) N/A 301 SF min. ---- 
Front Yard Depth (feet) 0 FT 0 FT min. 0 FT 
Side Yard Width (feet) right side 0.6 FT 7.5 FT min. O FT 
left side fe min. === 
Rear YardDepth (feet) ee min. (H+L)/6 
Height eee = Le Sees min. ----~ 
Stories 1-STORY S-STORY stories 0° STORY 
Feet 20 FT +/- <60 FT feet 60 FT 
Open Space (%ofG.F.A.) min. 7777" (Res. Floor Area) 

97 SF/11,134 SF Y S 23,600SF (Res. Fl 
eee 0.9% 4.8 % ig) 10% 2,360 See eae seo sF| 
Usable (square feet) 0% 9.0 % N (s.f.) 20% 4,720 SF. 23,600SF (Res. Floor 

‘ Area) X 0.20 = 4,720SF 
Parking Spaces (No.) one 15 min. 45 
23,600SF (Res. Fl 
Parking Area Setbacks (feet), where applicable OFT N/A min. N/A a 
Loading Spaces (No.) N/A N/A min. N/A 
Type of Construction NEW CONSTRUCTION 
Distance to Nearest Building 12.0 FT 19.2 FT min. 
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TOWN OF ARLINGTON 
REDEVELOPMENT BOARD 


Petition for Special Permit under Environmental Design Review (see Section 3.4 of the Arlington Zoning 
Bylaw for Applicability) 


For projects subject to Environmental Design Review, (see section 3.4), please submit a statement that completely 
describes your proposal, and addresses each of the following standards. 


1. Preservation of Landscape. The landscape shall be preserved in its natural state, insofar as practicable, by 
minimizing tree and soil removal, and any grade changes shall be in keeping with the general appearance of 
neighboring developed areas. 


There will be landscaped areas on site as provided with respect to Applicant’s plans. 


2. Relation of Buildings to Environment. Proposed development shall be related harmoniously to the terrain and to 
the use, scale, and architecture of existing buildings in the vicinity that have functional or visual relationship to 
the proposed buildings. The Arlington Redevelopment Board may require a modification in massing so as to 
reduce the effect of shadows on abutting property in an RU, RI or R2 district or on public open space. 


The proposed building would be related harmoniously to the terrain and to the use, scale, and 
architecture of the existing buildings in the vicinity that have functional or visual relationship to 
the proposed buildings as can seen from the Applicant’s plans along with the statements contained 
in the Environmental Impact Statement. 


3. Open Space. All open space (landscaped and usable) shall be so designed as to add to the visual amenities of the 
vicinity by maximizing its visibility for persons passing the site or overlooking it from nearby properties. The 
location and configuration of usable open space shall be so designed as to encourage social interaction, maximize 
its utility, and facilitate maintenance. 


There is essentially no open space at the site and the Applicant’s plans would create some open 
space as set forth within the substance of the Environmental Impact Statement. 


4. Circulation. With respect to vehicular, pedestrian and bicycle circulation, including entrances, ramps, walkways, 
drives, and parking, special attention shall be given to location and number of access points to the public streets 
(especially in relation to existing traffic controls and mass transit facilities), width of interior drives and access 
points, general interior circulation, separation of pedestrian and vehicular traffic, access to community facilities, 
and arrangement of vehicle parking and bicycle parking areas, including bicycle parking spaces required by 
Section 8.13 that are safe and convenient and, insofar as practicable, do not detract from the use and enjoyment of 
proposed buildings and structures and the neighboring properties. 


The circulation is as shown on the Applicant’s plans along with the bicycle parking areas and the 
vehicular parking spaces. 


The parking areas are also shown on the plans and are mentioned in the Environmental Impact 
Statement. The Applicant proposes fifteen (15) parking spaces and also proposes an electric 
charging station, potential parking for a Zipcar vehicle which would benefit not only residents 
within the building but other residents in the Town who would want to use a Zipcar or a similar 
type of vehicle and bicycle parking both covered and uncovered as shown on the Applicant’s 
plans. 
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Surface Water Drainage. Special attention shall be given to proper site surface drainage so that removal of 
surface waters will not adversely affect neighboring properties or the public storm drainage system. Available 
Best Management Practices for the site should be employed and include site planning to minimize impervious 
surface and reduce clearing and re-grading. Best Management Practices may include erosion control and storm 
water treatment by means of swales, filters, plantings, roof gardens, native vegetation, and leaching catch basins. 
Storm water should be treated at least minimally on the development site; that which cannot be handled on site 
shall be removed from all roofs, canopies, paved and pooling areas and carried away in an underground drainage 
system. Surface water in all paved areas shall be collected at intervals so that it will not obstruct the flow of 
vehicular or pedestrian traffic and will not create puddles in the paved areas. 


In accordance with Section 3.3.4, the Board may require from any applicant, after consultation with the Director 
of Public Works, security satisfactory to the Board to insure the maintenance of all storm water facilities such as 
catch basins, leaching catch basins, detention basins, swales, etc. within the site. The Board may use funds 
provided by such security to conduct maintenance that the applicant fails to do. The Board may adjust in its sole 
discretion the amount and type of financial security such that it is satisfied that the amount is sufficient to provide 
for the future maintenance needs. 


The Applicant’s engineer and architect have provided information with respect to service water 
drainage in the report of Allen & Major Associates, Inc. which is part of the plans being submitted 
to the ARB. 


Allen & Major Associates, Inc. reports indicates as follows: 


‘“‘The project proposes to demolish a portion of the existing structure to construct a 
five story 9,764 square foot mixed-use building with apartment and retail uses. 


There are fifteen (15) parking spaces on the first level. 


The storm water management system will be improved with a new drainage pipe 
connected. The quantity of storm water runoff will be reduced with the installation 
of landscaped areas on site. 


The proposed work will result in approximately 701 feet of impervious material 
being replaced with landscaped areas.” 


The balance of the Allen & Major Associates, Inc. report spells out the details with respect 
the Applicant’s proposal regarding surface water drainage. 


Utility Service. Electric, telephone, cable TV and other such lines and equipment shall be underground. The 
proposed method of sanitary sewage disposal and solid waste disposal from all buildings shall be indicated. 


All utility service, electric, telephone, cable TV and other such lines and equipment will be 
underground, and the proposed method of sanitary sewage disposal and solid waste disposal are 
as indicated within the substance of the Applicant’s plan. 


Advertising Features. The size, location, design, color, texture, lighting and materials of all permanent signs and 
outdoor advertising structures or features shall not detract from the use and enjoyment of proposed buildings and 
structures and the surrounding properties. Advertising features are subject to the provisions of Section 6.2 of the 
Zoning Bylaw. 


There are currently no plans for advertising features and once a determination has been made 
with respect to advertising it is expected any such issues could be handled administratively 
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through the Planning Department. 


8. Special Features. Exposed storage areas, exposed machinery installations, service areas, truck loading areas, 
utility buildings and structures, and similar accessory areas and structures shall be subject to such setbacks, screen 
plantings or other screening methods as shall reasonably be required to prevent their being incongruous with the 
existing or contemplated environment and the surrounding properties. 


All such areas are buffered and screened as shown on the Applicant’s plans. 


9. Safety. With respect to personal safety, all open and enclosed spaces shall be designed to facilitate building 
evacuation and maximize accessibility by fire, police, and other emergency personnel and equipment. Insofar as 
practicable, all exterior spaces and interior public and semi-public spaces shall be so designed as to minimize the 
fear and probability of personal harm or injury by increasing the potential surveillance by neighboring residents 
and passersby of any accident or attempted criminal act. 


All open and enclosed spaces will be designated to facilitate building evacuation and maximize 
accessibility by fire, police and other emergency personnel and equipment as required. 


10. Heritage. With respect to Arlington's heritage, removal, or disruption of historic, traditional, or significant uses, 
structures, or architectural elements shall be minimized insofar as practicable, whether these exist on the site or on 
adjacent properties. 


There will be no removal of historical, traditional, or significant uses, structures, or architectural 
elements or in any case, if there is any impact on any such matters efforts shall be made to 
minimize as so far as practicable any effect on those matters, whether on site or on adjacent 
properties. 


11. Microclimate. With respect to the localized climatic characteristics of a given area, any development which 
proposes new structures, new hard-surface ground coverage, or the installation of machinery which emits heat, 
vapor, or fumes, shall endeavor to minimize, insofar as practicable, any adverse impact on light, air, and water 
resources, or on noise and temperature levels of the immediate environment. 


The Applicant does not anticipate installation of machinery which will emit unreasonable heat, 
vapor or fumes or have any adverse impact on light, air, and water resources, or on noise and 
temperature levels of the immediate environment. 


12. Sustainable Building and Site Design. Projects are encouraged to incorporate best practices related to 
sustainable sites, water efficiency, energy and atmosphere, materials and resources, and indoor environmental 
quality. Applicants must submit a current Green Building Council Leadership in Energy and Environmental 
Design (LEED) checklist, appropriate to the type of development, annotated with narrative description that 
indicates how the LEED performance objectives will be incorporated into the project. 


[LEED checklists can be found at http://www.usgbc.org/DisplayPage.aspx?CMSPageID=220b 


The Applicant has submitted a LEED checklist in connection with this matter. 


In addition, projects subject to Environmental Design Review must address and meet the following Special 
Permit Criteria (see Section 3.3.3 of the Zoning Bylaw) 


1. The use requested is listed in the Table of Use Regulations as a special permit in the district for which application 
is made or is so designated elsewhere in this Bylaw. 
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The use is listed as a Special Permit in the Use Regulations in the B3 District. 
The requested use is essential or desirable to the public convenience or welfare. 


The requested use is essential or desirable to the public convenience or welfare because the use would 
provide additional residential apartments in the Town which objectives are encouraged by the substance of 
the master plan and will also provide retail and/or restaurant space on the first level of the building which 
comports with the intent of the mixed-use portion of the Bylaw. 


The requested use will not create undue traffic congestion, or unduly impair pedestrian safety. 


It is not anticipated that there will be undue traffic congestion, or an impairment of pedestrian safety with 
respect to the proposal as indicated in the MDM Transportation Report. 


The requested use will not overload any public water, drainage or sewer system or any other municipal system to 
such an extent that the requested use or any developed use in the immediate area or in any other area of the Town 
will be unduly subjected to hazards affecting health, safety, or the general welfare. 


The Applicant is providing 15 parking spaces and intends to contact a Zipcar type company for the 
purpose of determining whether a Zipcar vehicle could be located at the property which would benefit both 
residents of the building and other residents in the Town who would care to use a Zipcar type vehicle. 
There is also ample bicycle parking, both covered and uncovered. provided in the proposal for those 
individuals who do not own a car and those individuals would have nearby access to the bicycle path and 
would also have direct access to the MBTA and as is mentioned in the Environmental Impact Statement, 
many individuals now use Uber or Lyft for the purpose of satisfying their transportation needs. 


Any special regulations for the use, set forth in Article 11, are fulfilled. 
Any special regulations for the use, set forth in Article 11, are fulfilled. 


The requested use will not impair the integrity or character of the district or adjoining districts, nor be detrimental 
to the health, morals, or welfare. 


The substance of the Applicant’s plans indicate that there will be no impairment of the integrity or 
character of the district or adjoining districts, nor be detrimental to the health, morals, or welfare 


The requested use will not, by its addition to a neighborhood, cause an excess of that particular use that could be 
detrimental to the character of said neighborhood. 


The requested use as mentioned in item No. 7 will not by its addition to the neighborhood in which the 
property is located cause an excess of that particular use that could be detrimental to the character of the 
neighborhood but rather will compliment other uses in the neighborhood and, as mentioned previously, 
provide additional residential apartment units and a retail and/or restaurant use, all of which will be in line 
with other uses in the neighborhood of the property. 
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190 & 192-200 Massachusetts Avenue 
Arlington, MA 
Environmental Impact Statement 
The property located at 190 & 192-200 Massachusetts Avenue real estate is 
located in a B3 zone as defined with the Zoning Bylaw for the Town. 
The Districts and Purposes provisions of the Zoning Bylaw in Section 5.5.1 
further subsection D, provide the following with respect to a B3 zoning district: 


"B3: Village Business District. The Village Business District's 

predominant uses include retail, service, and office establishments 

catering to both convenience and comparison-goods shoppers and 
oriented to pedestrian traffic. Mixed-use structures are allowed and 
encouraged in this district. The three locations include portions of the 
principal business areas of Arlington: Lake Street, Arlington Center, 
and Arlington Heights. Businesses which consume large amounts of 
land and activities which interrupt pedestrian circulation and 

shopping patterns or otherwise interfere with the 

intent of this bylaw are discouraged." 

A mixed-use development is allowed in a B3 zone as contained in the 5-26 
District & Uses section of the Zoning Bylaw. 

The minimum lot frontage required is 50 feet, the front yard requirement is 
0 and the side yard requirement is also 0. 

The rear yard requirement is (H+L) 6. The landscaped open space and 
useable open space requirements are contained in Section 5-28 with a 
requirement of 10% for landscaped open space and Section 5.3.21 would be 
applicable with respect to a determination with regard to useable open space. 
See Dimensional form submitted by the Applicant in connection with its plan. 

An apartment building is allowed in a B3 zoning district in accordance with 
Section 5-28 of the Zoning Bylaw. 

Five (5) stories are allowed in the B3 zone in accordance with Section 5-29 
and the Applicant's Dimensional form indicates that the height would be five (5) 
stories. There is also a limit of 60 feet in height for an apartment building in a B3 


zone and the Applicant's plans will comply with that requirement. 
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The maximum floor area ratio or FAR is 1.50 in the B3 zone and the 
Applicant's plans do request an increase in the FAR premised upon the fact that 
the mixed-use bylaw does apply to its development proposal. 

The Applicant's plans propose a combination of units with respect to its 
development i.e., retail/commercial as well as thirty-seven (37) residential 
apartment units. 

Commercial/restaurant/retail soace would be provided for on the first floor 
facing Massachusetts Avenue with podium parking in the back of the building 
consisting of fifteen (15) parking spaces. 

Access to the site will be by way of a full access/egress driveway along 
Chandler Street as shown on the Allen & Major Associates, Inc. site layout. 

Chandler Street is one way street in a northerly direction with traffic traversing 
Chandler Street heading up Chandler Street towards Massachusetts Avenue with 
access to Chandler Street being available off of Lake Street and the Brooks Ave 
intersection as well as Egerton Road. 

The Applicant intends to have its traffic consultant participate in the Zoom 
Hearing for the purpose of providing information with respect to existing and proposed 
traffic conditions relating to Chandler Street as well as Massachusetts Avenue with 
respect to the volume of traffic coming from Chandler Street on to Massachusetts 
Avenue and the effect of the development on the traffic. 

The apartment mix would consist of ten studios, twenty-three one- 
bedroom units and four two-bedroom units. 

There would be an outdoor roof deck on the fourth story of the building to 
provide an amenity for the residential tenants. 

The current building essentially has no open space, and the Applicant has 
attempted to create open space with respect to its plans and the roof deck would 
be an area that would provide useable open space. 

The building is surrounded by three (3) streets and an alleyway and the 
building footprint takes up nearly the entire parcel with the result that there 
would be no extra space for other outdoor amenities. 
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Eight (8) of the residential units will be designated as affordable and the unit 
mix for those units includes: (1) two-bedroom unit, 4 (1) one-bedroom units and 3 
studio units. 

The Applicant's plans provide for short-term bicycle parking as well as 
indoor long-term secure bicycle parking. 

There will be an electric charging station at the property and approaches 
will be made to a "Zipcar" company or a Zipcar like company to have a Zipcar or 
similar type car located at the property as the Applicant feels this would be an 
amenity for the building as well as other residents in the neighborhood of the 
property who would like to have use of a Zipcar type vehicle. 

As can be seen from the Applicant's Dimensional form fifteen (15) parking 
spaces are being proposed and the Zoning Bylaw would require forty-five (45) 
parking spaces. 

The Applicant's plans do not contemplate a satisfaction of the parking 
requirement contained in the Bylaw but would instead propose that the Zipcar 
approach, bicycle parking and the electric charging station to be provided at the 
property could be used for the purpose of gaining a reduction in the parking 
requirement as set forth within the provisions of Section 6.1.5, further subsection 
C of the Zoning Bylaw. 

It is clear that many individuals now use Uber and Lyft for transportation 
purposes with the result that the Applicant suggests that the parking requirement 
can be modified because some individuals may not even own a motor vehicle 
while residing in the building and particularly so in light of the fact that the property 
is in close proximity to MBTA access areas. 

In addition, it is equally clear that most of the restaurants and other uses in 
the area also do not satisfy the parking requirements contained in the Zoning 
Bylaw. 

It would be impossible for most of the uses in the neighborhood of the 
property to satisfy the parking requirements as there is no land available for that 


purpose. 
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The Applicant has, through its architect, Market Square Architects PLLC, 
conducted solar studies as well as massing studies with respect to the property 
and the effect of the proposed construction on surrounding properties and 
buildings as can be seen from the Market Square Architects PLLC's solar 
comments. The proposed structure would only cast shadows on existing structures 
in the R2 zone during the evenings of winter months when long shadows are 
already cast by existing 
structures and foliage. 

However, the Applicant will supplement the shadow study provided by 
spreading the study out over different times of the day and a representative of 
Market Square Architect PLLC will discuss how the shadow study was prepared and 
how the proposed development will not adversely impact neighborhood properties. 

The studies indicate that properties on Cleveland Street are located farther 
from the boundary which triggers the height buffer contained in 
the Zoning Bylaw as shown on the Allen & Major Associates, Inc. diagram on FIG- 
01 with the result that no existing structure in an R2 zone is close enough to be 
impacted by a shadow emanating from the proposed building. 

The massing study indicates that the proposed building exaggerates the 
upper story setback, minimizing the impact of the taller structure and creating a 
pedestrian friendly streetscape along Massachusetts Avenue which harmonizes 
with the massing of the adjacent existing structures i.e., Capital Theater, 2054 
Massachusetts Avenue, and the Leader Bank Corporate Offices at 180 
Massachusetts Avenue. 

The massing study also concludes that utilizing the taller maximum height 
allowed would have a minimal impact on the nearby R2 lots. 

All utilities will be located underground. 

The storm water management report of Allen & Major Associates, Inc. 
suggests that the quantity of storm water runoff will be reduced with the 
installation of landscaped areas on site and that the steps taken to create the 
landscaped area will result in approximately 725 of impervious material being 


replaced with landscaped areas. 
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The table contained in the October 23, 2020 Allen & Major Associates, Inc. 
report identified as study point 1 i.e., flow to municipal system indicates that 
Article 15 of the Town Stormwater Mitigation Bylaw will not apply as the proposed 
development will introduce a reduction in impervious area. The report further 
indicates that the proposed landscaped areas for the project will reduce the 
runoff rates for all design storms by reducing the rate and volume of stormwater 
runoff from the site with the result that there will be a positive impact on the 
stormwater management system. 

It is the position of the Applicant that the proposed building will not result 
in an increase in vehicular activity compared to the existing historic uses at the 
site. 

The Transportation Management Report of MDM Transportation 
Consultants, Inc. dated September 21, 2020 indicates that implementation of 
access improvements, proposed pedestrian improvements, and a TDM will 
establish a framework for minimizing site traffic impacts and encourage non- 
motorized travel modes and pedestrian accommodations and will be compatible 
with the other projects in the area. 

The Applicant has submitted a Traffic Study by MDM Transportation 
Consultants, Inc. dated December 21, 2020 which provides in part as follows: 

e “Safety Characteristics. A review of the crash data indicated that no 
immediate safety countermeasures are warranted based on the crash history at 
the study intersections. Likewise, available sight lines at the site driveway 
intersection with Chandler Street will exceed the sight line requirements published 
by AASHTO.” 

e “Public Transportation. The project is in close proximity to an extensive 
sidewalk system, three nearby multi-use paths (Minuteman Bikeway, Alewife 
Greenway Bike Path, and Alewife Linear Path), adjacent MBTA bus routes, and 
the nearby redline subway connections. A review of Census data for Arlington 
indicates alternative transportation (transit, walk, and bike) are available for use of 
50% of the residents of the immediate study area (Census tract 3561).” 


° “Reduced Trip Generation. Based on ITE methodology the proposed mixed- 
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use development is estimated to reduce peak hour trips by up to 25 vehicle trips and 
approximately 228 fewer vehicle trips on a weekday relative to existing/historic site 
uses.” 

° “Qualitative Impact Assessment. the incremental traffic associated with the 
proposed development will result in a reduction in vehicular activity compared to the 
existing/historic uses; consequently, no material impact in operating conditions at 
the study intersections and area roadways is projected as a result of the 
redevelopment.” 

The report is based upon the Applicant retaining approximately 1,735 + 
square feet of commercial space and construction of 37 residential apartments with 
access to the site by way of a full access/egress driveway along Chandler Street 
with off street parking for 15 vehicles. 

While the traffic report discusses MTBA Route 79 which previously provided 
service between Arlington Heights and the Alewife Station via Massachusetts 
Avenue and Alewife Brook Parkway, that service has been suspended but the 
inclusion of information with respect to Route 79 does not change the conclusions of 
MDM with respect to its traffic report. 

The Conclusion of MDM in the traffic study is as follows: 

“In summary, access improvements, pedestrian/bicycle improvements, and TDM 
programs are outlined under Recommendations and Conclusions. These improvements 
will establish a framework of minimizing Site traffic impacts and encourage non- 
motorized travel modes and pedestrian accommodation that is compatible with other 
projects in the area.” 

Bicycle travel will be encouraged with the Applicant's proposal and there 
will be secure, and weather protected indoor bicycle racks within the site 
containing 60 total spaces to facilitate this mode of transportation to and from the 
site by residents and building tenants and there will be additional short-term 
bicycle racks consisting of eight exterior spaces adjacent to the building as well. 

A LEEDS project checklist has also been provided to the ARB in this filing. 

In summary, the proposed building is in harmony with other structures in 


the neighborhood of the property and will not have an adverse impact on nearby 
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properties with respect to shadow effects and massing and, on the other hand, 
will provide needed residential apartment units in the Town, while also providing 
for restaurant/retail space at the first level of the building which conforms to the 
intent of the mixed-use portion of the Zoning Bylaw. 

The Applicant and its representatives understand that their proposal will 
represent a change to the neighborhood in which the property is located and, to that 
extent, creating a development plan for the site is challenging. 

The plans submitted are a proposal to the Members of the Arlington 
Redevelopment Board and the Applicant fully expects comments from the Members 
with respect to the design aspects of the project and indeed invites those comments 
with a view toward coming up with a development that makes sense not only for the 
Town but also for the property owner who of course will be spending the money to 
develop the site. 

The Applicant has also reached out to abutters and neighbors to the property for 
the purpose of alerting them to the development plans and invites comments from those 


individuals and entities as well. 
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SITE DEVELOPMENT PLAN SET 


192-200 MASSACHUSETTS AVE 
ARLINGTON, MA 02476 
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by TO REMAIN REMAIN REMOVED Hl THE FIELD BY THE CONTRACTOR PRIOR TO THE START OF 
CUT AND CAP EXISTING - CUT AND CAP I * | CONSTRUCTION 
SEWER CONNECTION AT ; PROFESSIONAL ENGINEER FOR 
as EXISTING WATER ad 
MAIN oe 1 HAND HOLE TO x, _ ALLEN & MAJOR ASSOCIATES, INC. 
| CONNECTION AT REMAIN a 2. THE CONTRACTOR MUST CONTACT THE APPROPRIATE. UTILITY 
MH TO REMAIN fe " MAIN, GATE TO COMPANY, ANY GOVERNING PERMITTING AUTHORITY, AND ”DIGSAFE” 
A Jf GAS GATE AND BE REMOVED su AT LEAST 72 HOURS PRIOR TO ANY EXCAVATION WORK TO 
& ~ a» oft SERVICE TO BE + | REQUEST EXACT FIELD LOCATION OF UTILITIES AND THE ENGINEER 
RS REMOVED re SHALL BE NOTIFIED IN WRITING OF ANY UTILITIES INTERFERING WITH 
U7 § i i WIRE TO BE I | THE PROPOSED CONSTRUCTION AND APPROPRIATE REMEDIAL ACTION 
QR LVL y ; REMOVED, \ AKEN BEFORE PROCEEDING WITH THE WORK. IT SHALL BE THE 
A &y X \ de COORDINATE WITH Xv RESPONSIBILITY OF THE CONTRACTOR TO RELOCATE ALL EXISTING 
(/ RY ie / 4 UTILITY PROVIDER — UTILITIES WHICH CONFLICT WITH THE PROPOSED IMPROVEMENTS 
g * f Scere SIGKE + ‘ SHOWN ON THE PLANS. ISSUED FOR ARB REVIEW 
ky / ELECTRIC MH Sa ea { 3. ALTHOUGH CERTAIN ITEMS HAVE BEEN NOTED ON THIS DRAWING DESCRIPTION 
NS é TO REMAIN DAMAGE, IF DAMAGED, ' oa FOR DEMOLITION, NO ATTEMPT HAS BEEN MADE TO DELINEATE EACH APPLICANT\OWNER: 
> i IT SHALL BE AND EVERY ITEM THAT REQUIRES DEMOLITION FOR THE COMPLETION 
TS HAND HOLE TO J REPLACED IN KIND BY I * HAND HOLE TO OF THE PROJECT. THE CONTRACTOR WILL BE RESPONSIBLE FOR 192-200 MASSACHUSETTS AVE, LLC 
VJ REMAIN ORY A REGISTERED P.L.S. * REMAIN ALL NECESSARY DEMOLITION WORK TO COMPLETE THE PROJECT. 455 MASSACHUSETTS AVE. STE 1 
ae ALLEN & MAJOR ASSOCIATES, INC. IS NOT RESPONSIBLE FOR SITE ' 
ag t EXISTING BUILDING x wR DEMOLITION ITEMS NOT SHOWN ON THE SURVEY, OR SPECIFICALLY ARLINGTON, MA 02474 
[ as TO REMAIN ra | Ly NOTED. THE DEMOLITION NOTES AND ARROWS ON THIS PLAN ARE 
UP TO REMAIN a EXISTING BUILDING | Se | Ly TYPICAL AND DO NOT REFLECT QUANTITY. PROJECT: 
Nok i BE. REMOVED ; Or = 4. EXISTING WATER AND SEWER CONNECTIONS SHALL BE CUT AND 190 & 192-200 
he / LS CAPPED IN ACCORDANCE WITH THE TOWN OF ARLINGTON 
OVERHEAD WIRES TO ae / | Y) = eae MASSACHUSETTS AVE 
REAMIN [sp | 
5. THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY 
ea) 
o Ly oe PROVIDE INFORMATION. ANY ALTERATION, MISUSE, OR 
>UT AND CAP EXISTING Y = RECALCULATION OF INFORMATION OR DATA WITHOUT THE 
SEWER CONNECTION AT 1 = I Ji EXPRESSED, WRITTEN CONSENT OF ALLEN & MAJOR ASSOCIATES, PROJECT NO. 2729-02 | DATE: 10/23/2020 
MAIN _l. f eae Q © NC. IS STRICTLY PROHIBITED. 
ao TY ~ 
| ; METAL es | zZ Q 6. ALL INSTALLED CATCH BASINS AND AREA DRAINS SHALL HAVE A SCALE: saad ela 
7 | . bo) I Q FILTER INSTALLED IMMEDIATELY, AND THE FILTER SHALL BE 
= | y i a REMOVED WHEN THE ENTIRE SITE IS STABILIZED. DESIGNED BY: ARM | CHECKED BY: 
PREPARED BY: 
eo WATER GATE / () 
, TO REMAIN / 
Ne - 
: / A & MAJ 
—— CUT AND CAP EXISTING 
See / WATER CONNECTION AT LLEN A OR 
YN MAIN 
See / Ve bes ASSOCIATES, INC. 
x = a ‘I civil engineering land surveying 
SS. ~, \ 7 environmental consulting landscape architecture 
See ¢ a Ai www.allenmajor.com 
~ 
SS ——— — i CUT AND CAP EXISTING 100 COMMERCE WAY, SUITE 5 
a mx = {OL = ep MANHOLE TEL: (781) 935-6889 
- FAX: (781) 985-2896 
STABILIZED CONSTRUCTION WOBURN, MA LAKEVILLE, MA @ MANCHESTER, NH 
ENTRANCE 78 TEE CRAR THIS DRAWING HAS BEEN PREPARED IN. DIGITAL FORMAT 
DIG SAFE OVERHEAD WIRES TO BE ea Be ie CLIENT/CLIENT'S REPRESENTATIVE OR CONSULTANTS MAY BE 
REMOVED. COORDINATE PROVIDED COPIES OF DRAWINGS AND SPECIFICATIONS FOR HIS/HER 
WITH UTILITY PROVIDER. INFORMATION AND/OR SPECIFIC USE ON THIS PROJECT. DUE TO THE 
POTENTIAL THAT THE PROVIDED INFORMATION MAY BE MODIFIED 
UNINTENTIONALLY OR OTHERWISE, ALLEN & MAJOR ASSOCIATES, 
INC. MAY REMOVE ALL INDICATION OF THE DOCUMENT'S 
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BICYCLE PARKING SUMMARY TABLE 


PARKING SUMMARY TABLE 


CALCULATION MIN. REQUIRED TOTAL PROPOSED 


SHORT TERM BICYCLE PARKING (EXTERIOR) 





1 SPACES PER 
EFFICIENCY UNIT 


1X 10 = 10 
REQUIRED 


1.15 SPACES 


USE CALCULATION MIN. REQUIRED TOTAL PROPOSED USE CALCU 





APARTMENT a eneagna APARTMENT cuban 


BUILDING 27 0 = oo BUILDING 37 X15 
REQUIRED REQUIRED 





UNIT 
= 95.5 


LONG TERM BICYCLE PARKING (INTERIOR) 


LATION MIN. REQUIRED 


TOTAL PROPOSED 








PER 1 BED UNIT 








APARTMENT 0.6 PER 1,000 SF 0.1 PER 


RETAIL RETAIL 





1,000 SF 





BUILDING 25 X% 1:15 = 27 
REQUIRED 


REQUIRED REQUIRED 


SERVICE 17 & 0.6 = 1.02 SERVICE 240 


























1.5 SPACES PER 
2 BED UNIT 








4X2 = 
REQUIRED BICYCLE PARKING TABLE NOTES: 
1. REQUIRED NUMBER OF SPACES ARE FROM BICYCLE PARKING GUIDELINES, 


APPENDIX A BIKE PARKING BY-LAW. 











1 PER 300 SF 





GENERAL RETAIL > 984 SF (UNDER 


3,000 SF PARKING 
N/A) 


| MASSACHUSETTS AVENUE 
ADA SPACES REQUIRED: 


(15-25) TOTAL PARKING SPACES PROVIDED, 1 SHALL BE THE MINIMUM ADA (PUBLIC — VARIABLE WIDTH) 
PARKING PROVIDED, 1 SPACES BEING VAN ACCESSIBLE. 








PROVIDED 1 SPACES, 1 BEING VAN ACCESSIBLE. 


PARKING TABLE NOTES: 








1. SECTION 6.1.10, C. FOR A MIXED-USE DEVELOPMENT THE FIRST 3,000 SF 
OF NON-—RESIDENTIAL SPACE IS EXEMPT FROM THE PARKING REMOVE AND 
REQUIREMENTS OF THIS SECTION 6.1. ae 

2. SECTION 6.1.11, STANDARD PARKING STALLS SHALL BE 8.5’X18’, AND 
DRIVE AISLE WIDTH SHALL BE 24 FOR TWO-WAY TRAFFIC. RECONSTRUCT PLANTER 


BOXES WITH VGC 
* RELIEF REQUESTED FROM THE ARB FOR THE REQUIRED NUMBER OF 


= 0.2 





PARKING STALLS. (10°X4") RECONSTRUCT 
CONCRETE SIDEWALK 







































































































































































































































































































































































ADA RAMP_ WITH zal a SSE Se ——$ 
DETECTABLE WARNING y ees: - 
PAVERS 7 LA rit Cr as wena 
e TL === eB aie ja: = /- =, | —— = a 
/ » 
/ + 
/ 
/ 
/ SS 
/ 7.9" 
/ 
- ; PROPOSED MIXED-USE 
BUILDING 
APARTMENTS/RETAIL 
a 9,764+ SF FOOTPRINT 
= 
Gg 
a & RECONSTRUCT 
Q CONCRETE SIDEWALK 
“y [7 
A ay 
Y < & iL ADA PARKING SIGN 
xX wo 
Ler 
NS g 
TQ 
NJ Sk 
SAWCUT 
aa ee 
a 
/ 
/ Leo 
REMOVE AND RESET / 
VERTICAL GRANITE / 
une / POTENTIAL ZIP CAR 
PARTNERSHIP SPACE 
/ 
/ 
/ 
/ 
| 
| 5 
; 7 Soe BOLLARD PROTECTION, 
/ TYP. 
H 3 
© DUMPSTER/ RECYCLE 
AREA << 
S ro) 
Q . 
a x 
— © 
INSTALL BIT BERM Q 
Q 
ALONG a (C) =e 
4 FT WIDE CONCRETE 2a 
SIDEWALK Q A 
Q 
CONC. STAIRS WITH So @ 
HANDRAIL oO 
ee “ 
DIG SAFE a Sf, eA i 
Bin, © = B3_ ZONE e 


Q 
o o— 9 —— 8-9 —_ 5 ——_5—_00 o——o 
CONNECT TO EXISTING 
BIT BERM R5 ZONE 


BUFFER SCREEN. SEE 


(8 
BEFORE YOU DIG LANDSCAPE are 


CALL 811 OR 
1-888—DIG—SAFE 
1-888-344-7233 
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) SHORT TERM BIKE 
STORAGE SPACES 


24.0’ 





ADA RAMP WITH 
DETECTABLE WARNING 
. PAVERS 





al 


REMOVE AND RESET 
VERTICAL GRANITE 
CURB 


RECONSTRUCT 
CONCRETE SIDEWALK 











COMMERCIAL DRIVEWAY 
ENTRANCE, SEE 
DETAILS 


(PUBLIC — VARIABLE WIDTH) 


CHANDLER STREET 






















MINIMUM LOT AREA 
MINIMUM LOT AREA 


MINIMUM FRONTAGE 


MINIMUM FRONT YARD SETBACK 


MINIMUM SIDE YARD SETBACK 
MINIMUM REAR YARD SETBACK 


MAXIMUM HEIGHT STORIES 
FLOOR AREA RATIO 


ZONING SUMMARY TABLE 
B3-VILLAGE BUSINESS (MIXED-USE <=20,000SF) 


EXISTING PROPOSED 
11,1344 SF 11,1444 SF 
N/A 





REQUIRED / 
ALLOWED 


N/A 












PER UNIT 





102 













MASS AVE 










501+ SF 


102.14 FT 
MASS AVE 





ream 














0-FT 0.6 FT 
(H+L)/6 NO REAR NO REAR 





LANDSCAPED OPEN SPACE 10% (2) 


USABLE OPEN SPACE 20% (2) 


SCREENING BUFFER 7.5 FT ©) 0.6 FT 7.5 ©) 
0.9% 
0% 


9.0%* 





MAXIMUM HEIGHT 60° FT 202 FT <60 





ZONING TABLE NOTES: 


iP 








SECTION 5.3.17, FOR BUILDING MORE THAN 3 STORIES IN H 





7 


EIGHT, AN ADDITIONAL 7.5 





FT STEP—BACK SHALL BE PROVIDED BEGINNING AT THE THIRD STORY LEVEL OR JO FT 





ABOVE GRADE, WHICHEVER IS LESS. THE UPPER STORY STEP—BACK SHALL BE 








PROVIDED ALONG ALL BUILDING ELEVATIONS WITH STREET FR 


ONTAGE. 


SECTION 5.3.21. SUPPLEMENTAL REQUIREMENTS IN THE BUSINESS AND INDUSTRIAL 


NTIAL USE NOT 





DISTRICTS, D. FOR MIXED USES AND ANY PERMITTED RESIDE 





SPECIFICALLY IDENTIFIED IN THE TABLES IN SECTION 5.5.2, THE MINIMUM OPEN SPACE 














REQUIREMENTS (COMPUTED FROM THE RESIDENTIAL FLOOR A 





REA ONLY) SHALL BE 10% 


LANDSCAPED AND 20% USABLE IN THE B1, B2, B2A, B3, AND B4 DISTRICTS, AND 15 





PERCENT USABLE IN THE BS DISTRICT. 





SECTION 5.3.21. SUPPLEMENTAL REQUIREMENTS IN THE BUSINESS AND INDUSTRIAL 


DISTRICTS, B3 ABUTTING RS 15 FT MINIMUM BUFFER. A SOL 





ID WALL OR WOODEN 


FENCE MAY BE SUBSTITUTED FOR ON—HALF THE WIDTH OF THE LANDSCAPED BUFFER. 





SECTION 5.3.19, REDUCED HEIGHT BUFFER. RELIEF REQUEST 





ED FROM THE ARB TO 





PERMIT THE HIGHER PERMITTED HEIGHT OF 60 FT AND 5 STORIES. 





PROP. PROPERTY LINE 
SIGN 

BOLLARD 

BUILDING 

BUILDING ARCHITECTURE 
BUILDING INTERIOR WALLS 
CURB 

PARKING STRIPING 
ROADWAY STRIPING 


LEGEND 





SIDEWALK 











ADA ACCESSIBLE RAMP 








ADA DET. WARNING SURFACE 





SNOW STORAGE 
SAW—CUT LINE 
PARKING COUNT 
VINYL FENCE 





NOTES 
i; 


WRITTEN DIMENSIONS ON THIS PLAN TAKE PRECEDENCE OVER 





SCALED DIMENSIONS. THE CONTRACTOR SHALL USE CAUTION 





WHEN SCALING REPRODUCED PLANS. IN TH 





E EVENT OF A 


CONFLICT BETWEEN THIS PLAN SET AND ANY OTHER DRAWINGS 


AND/OR SPECIFICATIONS OR CONDITIONS, T 


HE ENGINEER SHALL 


BE NOTIFIED BY THE CONTRACTOR. ALL SITE ITEMS SHALL BE 
LAID OUT AND AS BUILT BY A LICENSED LAND SURVEYOR. 


2. THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY 


OF ALLEN & MAJOR ASSOCIATES, INC. ITS 





INTENDED USE IS TO 


PROVIDE INFORMATION. ANY ALTERATION, MISUSE, OR 
RECALCULATION OF INFORMATION OR DATA WITHOUT THE 
EXPRESSED, WRITTEN CONSENT OF ALLEN & MAJOR ASSOCIATES, 


INC. IS STRICTLY PROHIBITED. 


GRAPHIC SCAL 


10 (0) 5 10 20 
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40 
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( IN FEET ) 
1 inch = 10 ft. 
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LEGEND 


DRAIN MANHOLE 
CATCH BASIN 


DRAIN LINE 


10’ CONTOUR 
2’ CONTOUR 
SPOT GRADE 





PLAN NOTES: 
1. THE LOCATIONS OF EXISTING UNDERGROUND UTILITIES ARE SHOWN IN AN 
APPROXIMATE WAY ONLY AND HAVE NOT BEEN INDEPENDENTLY VERIFIED BY 

































































E OWNER OR IT’S REPRESENTATIVE. THE CONTRACTOR SHALL DETERMINE 
E EXACT LOCATION OF ALL EXISTING UTILITIES BEFORE COMMENCING WORK, 
MASSACHUSETTS AVENUE AND AGREES TO BE FULLY RESPONSIBLE FOR ANY AND ALL DAMAGES WHICH 
_ MIGHT BE OCCASIONED BY THE CONTRACTOR’S FAILURE TO EXACTLY LOCATE 
(PUBLIC — VARIABLE WIDTH) AND PRESERVE ANY AND ALL UNDERGROUND UTILITIES. 








2. CONTRACTOR IS RESPONSIBLE FOR DEMOLITION OF EXISTING STRUCTURES 
INCLUDING REMOVAL OF ANY EXISTING UTILITIES SERVING THE STRUCTURE. 
UTILITY CONNECTIONS SHOULD BE COORDINATED WITH THE MEP PRIOR TO 
CONSTRUCTION. 


3. EXISTING DRAINAGE STRUCTURES TO REMAIN ARE TO BE INSPECTED AND 
REPAIRED AS NEEDED, AND EXISTING PIPES TO BE CLEANED OUT TO REMOVE 


DRAIN CONNECTION ALL SILT AND DEBRIS. 
INV=25.00 ROOF DRAIN #1 


— TC=28.80 TC=28.40 TC=28.23 4. IF ANY EXISTING STRUCTURES TO REMAIN ARE DAMAGED DURING 
BC=28.30 BC=28.06 BC=27.90 CONSTRUCTION IT SHALL BE THE CONTRACTOR’S RESPONSIBILITY TO REPAIR 
(EXISTING) (4” REVEAL) (4” REVEAL) AND/OR REPLACE THE EXISTING STRUCTURE AS NECESSARY TO RETURN IT 








TO EXISTING CONDITIONS OR BETTER. princi 


TC=28.95 28.70 ea pat CIVIL 
BC=28./0 | 5. CONTRACTOR SHALL ADJUST AND/OR CUT EXISTING PAVEMENT AS NECESSARY No. 48212 
(3” REVEAL) SSeS TO ENSURE A SMOOTH FIT AND CONTINUOUS GRADE. : 


a JT 
L_ ae | UA 6. CONTRACTOR SHALL ENSURE POSITIVE DRAINAGE AWAY FROM BUILDINGS FOR 
ot Secs ane SS ES ais <a a ls a ee 27.64 ALL NATURAL AND PAVED AREAS. 


a 7. THE CONTRACTOR SHALL COORDINATE WITH THE ARCHITECT FOR THE FINAL 
28.10 LOCATIONS OF PROPOSED ROOF DRAINS. LOCATIONS ARE SHOWN HEREON 
FOR COORDINATION PURPOSES ONLY. 










































































































































































































































































































































































TC=28.95 
BC=28.70 es 
(3” REVEAL) Gre 28.95 

















i i A re 8. WRITTEN DIMENSIONS ON THIS PLAN TAKE PRECEDENCE OVER SCALED 
= =27. DIMENSIONS. THE CONTRACTOR SHALL USE CAUTION WHEN SCALING 
/ FFE: 29.00 cpr 28.75 mac cas BC=27.30 REPRODUCED PLANS. IN THE EVENT OF A CONFLICT BETWEEN THIS PLAN SET Ae We 1 eae Ae 
/ PROPOSED MIXED-USE (EXISTING) AND ANY OTHER DRAWINGS AND/OR SPECIFICATIONS OR CONDITIONS, THE — 
f 29.00 BUILDING ENGINEER SHALL BE NOTIFIED BY THE CONTRACTOR. 
APARTMENTS/RETAIL ROOF DRAIN #1 9. ANY DAMAGE TO PRIVATE OR PUBLIC PROPERTIES DUE TO THE 
9 9,764 SF ee Hal ee SPIRAL Most l Seaely CONTRACTOR’S ACTIVITIES SHALL BE REPAIRED AND RESTORED BY THE 
CONTRACTOR AT THEIR OWN EXPENSE. 



































es TC=29.07 


BC=28.57 10. ALL PROPERTY MARKERS AND STREET LINE MONUMENTS SHALL BE PROPERLY 








RS 
R 
g (EXISTING) TC=26.50 PROTECTED DURING CONSTRUCTION. ANY DAMAGE TO THESE ITEMS SHALL BE 
Q & BC=26.00 REPAIRED AND RESTORED BY A LAND SURVEYOR LICENSED IN THE ISSUED FOR ARB REVIEW 
Oy 
wy 
xX 



































EXISTING z ENCE 
( ) COMMONWEALTH OF MASSACHUSETTS AT THE CONTRACTORS EXPENSE. DESCRIPTION 











11. THE CONTRACTOR IS RESPONSIBLE FOR OBTAINING ADDITIONAL BENCHMARK APPLICANT\OWNER: 


Y) INFORMATION IF REQUIRED. THE CONTRACTOR IS RESPONSIBLE FOR 
wv / LOCATING AND PROTECTING ALL EXISTING BENCHMARKS. IF IT IS NECESSARY 192-200 MASSACHUSETTS AVE, LLC 


O RELOCATE A BENCHMARK, IT SHALL BE RELOCATED BY A MASSACHUSETTS 
25,00 ; 
LAND SURVEYOR AND DONE SO AT THE CONTRACTOR’S EXPENSE. 455 MASSACHUSETTS AVE, STE 1 


6) 
“N 
WN] 
Nj 10=28,77 Saf ARLINGTON, MA 02474 
sed BC=28.27 fy f 12. ALL PERMITS AND APPROVALS NECESSARY FROM AGENCIES GOVERNING THE 
(EXISTING) // ins WORK SHALL BE OBTAINED BY THE CONTRACTOR PRIOR TO THE PROJECT: 


f e ] COMMENCEMENT OF WORK. 
25.00 TC=25.50 
BC=25.00 
(EXISTING) 





























































190 & 192-200 
ANTICIPATED AND PROVISIONS TO ADEQUATELY ADDRESS THESE CONDITIONS MASSACHUSETTS AVE 


13. CONSTRUCTION DURING WET WEATHER OR WINTER CONDITIONS IS TO BE 
TC=28.57 
BC=28.07 
(EXISTING) 


SHALL BE THE RESPONSIBILITY OF THE CONTRACTOR. 
ARLINGTON, MA 02476 
14. ALL CONSTRUCTION SHALL CONFORM TO THE APPLICABLE REGULATIONS AND 
STANDARDS INCLUDING THE TOWN OF ARLINGTON, MADOT, MADEP, MWRA, 
MUTCD, AND AASHTO. 





TC=28.25 PROJECT NO. 2729-02 10/23/2020 


BC=27.75 
(EXISTING) 


15. THE CONTRACTOR IS SOLELY RESPONSIBLE FOR THE MEANS AND METHODS 
OF CONSTRUCTION AND FOR CONDITIONS AT THE SITE. THESE PLANS, SCALE: ae ae 
PREPARED BY ALLEN & MAJOR ASSOCIATES DO NOT EXTEND TO OR INCLUDE 
SYSTEMS PERTAINING TO THE SAFETY OF THE CONSTRUCTION CONTRACTOR ; 
OR THEIR EMPLOYEES, AGENTS OR REPRESENTATIVES IN THE PERFORMANCE Deslenep Pt rc ak 
OF THE WORK, OR THE OWNER’S EMPLOYEES, CUSTOMERS, OR THE GENERAL PREPARED BY: 

PUBLIC. THE SEAL OF THE ENGINEER AS INCLUDED IN THE PLAN SET DOES 

NOT EXTEND TO ANY SUCH SAFETY SYSTEMS THAT MAY NOW OR HEREAFTER 

BE INCORPORATED INTO THESE PLANS. THE CONSTRUCTION CONTRACTOR 











(PUBLIC — VARIABLE WIDTH) 


TC=24.50 
(EXISTING) 














‘ 
CHANDLER STREET 
















































































4.2% 24.50 SHALL PROVIDE THE APPROPRIATE SAFETY SYSTEMS WHICH MAY BE REQUIRED 
a BY THE U.S. OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION (OSHA), 
QO STATE, AND LOCAL REGULATIONS. ——— 
a) 
e 
San 56.50 16. THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY OF ALLEN ALLEN & MAJOR 
28.35 a 5 LF & MAJOR ASSOCIATES, INC. ITS INTENDED USE IS TO PROVIDE INFORMATION. 
KWH KES ANY ALTERATION, MISUSE, OR RECALCULATION OF INFORMATION OR DATA 
ae 25.00 t 9355 WITHOUT THE EXPRESSED, WRITTEN CONSENT OF ALLEN & MAJOR ASSOCIATES, INC. 
— e ASSOCIATES, INC. IS STRICTLY PROHIBITED. civil engineering @ land surveying 
oe e 23.70 TC=23.50 environmental consulting «landscape architecture 
=— * ¢€ BC=23.00 www.allenmajor.com 
So, . (EXISTING) 100 COMMERCE WAY, SUITE 5 
WOBURN MA 01801 
a <6 <5 Ie ACHE ~} TEL: (781) 935-6889 
Sn . | FAX: (781) 935-2896 
Spy = 23.60 
SSB oO oO Oo o ——_— f.)})/ —— _ 9 —_ 0 ———_ OD ——_ 0 WOBURN, MA @® LAKEVILLE, MA @® MANCHESTER, NH 
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CHIMNEY CON. #1 
INV=21.74 SS #1 


EX. SEWER INV=18.6+ 


CHIMNEY CON. #2 TYP 
INV=21.68 OWS #1 
EX. SEWER INV=18.6+ 


INSTALL ELECTRIC/ DATA 
RISERS, COORDINATE WITH 
UTILITY PROVIDER 


DIG SAFE 





BEFORE YOU DIG 
CALL 811 OR 
1-888—DIG—SAFE 
1-888-344-7233 


MASSACHUSETTS AVENUE 


(PUBLIC — VARIABLE WIDTH) 


8°X6” TAPPING SLEEVE 
WITH GATE VALVE 
























































































































































































































































































































































= 
= 
< 
SSS SS 
/ 
/ 6” FIRE AB 
SERVICE 
i: PROPOSED MIXED-USE 
APARTMENTS/RETAIL 
9,764+ SF FOOTPRINT 


— 
INV.OUT=22.00 
S) 26LF, 6”DI, S=1.00% 
ows #1 
RIM=25.71 
ales INV.OUT=22.00 


32LF, 6”DI, S=1.00% 


en & ELECTRICAL SERVICE 
SHOWN FOR COORDINATION PURPOSES 
ONLY. CONTRACTOR TO COORDINATE 
/ PROVIDER. 
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GAS SERVICE BY OTHERS, 
INSTALL METERS AT 
BUILDING FACE. 








2. 
a 
Ly 
re 3. 
RS 
Y) « 
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Ly & 
ae 4. 
} 2 
Te 
au 
6) 
5. 
_ 


GAS SERVICE SHOWN FOR 
COORDINATION PURPOSES ONLY. 
CONTRACTOR TO COORDINATE 
WITH GAS COMPANY. 


LEGEND 


SEWER MANHOLE 
SEWER CLEANOUT 
SEWER VENT 

SEWER LINE 

WATER LINE 

WATER (FIRE SERVICE) 


WATER (DOMESTIC SERVICE) 
WATER VALVE 

GAS LINE 

GAS VALVE 

ELECTRICAL CONDUIT 
TELE/CABLE CONDUIT 





UTILITY NOTES: 


ile 


THE CONTRACTOR IS SPECIFICALLY CAUTIONED THAT THE 
LOCATION AND/OR ELEVATION OF EXISTING UTILITIES AND 
STRUCTURES AS SHOWN ON THESE PLANS IS BASED ON 
RECORDS OF VARIOUS UTILITY COMPANIES AND WHERE 
POSSIBLE, MEASUREMENTS TAKEN IN THE FIELD. THIS 
INFORMATION IS NOT TO BE RELIED ON AS BEING EXACT OR 
COMPLETE. THE LOCATION OF ALL UNDERGROUND UTILITIES 
AND STRUCTURES SHALL BE VERIFIED IN THE FIELD BY THE 
CONTRACTOR PRIOR TO THE START OF CONSTRUCTION. 


Oz 


A MINIMUM OF 18” VERTICAL CLEARANCE SHALL BE 
MAINTAINED WHERE WATER SERVICES CROSS STORM DRAIN 
AND SEWER LINES. WATER SERVICES SHALL BE ENCASED IN 
CONCRETE REGARDLESS OF CLEARANCE WHEN PASSING BELOW 
STORM DRAIN AND SEWER LINES. ENCASEMENT SHALL EXTEND 
ALONG WATER SERVICE A MINIMUM DISTANCE OF EIGHT FEET 
CENTERED ON THE CROSSING POINT OF THE OTHER PIPE AS 
MEASURED NORMALLY FROM ALL POINTS ALONG THE PIPE. 






































THE ENGINEER SHALL BE NOTIFIED IN WRITING OF ANY 
UTILITIES INTERFERING WITH THE PROPOSED CONSTRUCTION 
AND APPROPRIATE REMEDIAL ACTION TAKEN BEFORE 
PROCEEDING WITH THE WORK. IT SHALL BE THE 
RESPONSIBILITY OF THE CONTRACTOR TO RELOCATE ALL 
EXISTING UTILITIES WHICH CONFLICT WITH THE PROPOSED 
IMPROVEMENTS SHOWN ON THE PLANS. 











THE CONTRACTOR MUST CONTACT THE APPROPRIATE UTILITY 
COMPANY, ANY GOVERNING PERMITTING AUTHORITY, AND 
"DIGSAFE” AT LEAST 72 HOURS PRIOR TO ANY EXCAVATION 
WORK TO REQUEST EXACT FIELD LOCATION OF UTILITIES AND 
THE ENGINEER SHALL BE NOTIFIED IN WRITING OF ANY 
UTILITIES INTERFERING WITH THE PROPOSED CONSTRUCTION 
AND APPROPRIATE REMEDIAL ACTION TAKEN BEFORE 
PROCEEDING WITH THE WORK. IT SHALL BE THE 
RESPONSIBILITY OF THE CONTRACTOR TO RELOCATE ALL 
EXISTING UTILITIES WHICH CONFLICT WITH THE PROPOSED 
IMPROVEMENTS SHOWN ON THE PLANS. 














THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE 
PROPERTY OF ALLEN & MAJOR ASSOCIATES, INC. ITS 
INTENDED USE IS TO PROVIDE INFORMATION. ANY ALTERATION, 
MISUSE, OR RECALCULATION OF INFORMATION OR DATA 
WITHOUT THE EXPRESSED, WRITTEN CONSENT OF ALLEN & 
MAJOR ASSOCIATES, INC. IS STRICTLY PROHIBITED. 


GRAPHIC SCALE 


0) 5 10 20 40 


a a a 9 


( IN FEET ) 
linch = 10 ft. 
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12” MIN. DIAMETER TUBULAR SEDIMENT CONTROL 
(MESH TUBE WITH NATURAL FILTER MEDIA) 
BY FILTREXX OR APPROVED EQUAL. 


2” X 2” X 36” WOODEN STAKES 
DO NOT PIERCE TUBULAR BARRIER 
(NOT REQUIRED IF IN PAVEMENT) 


SX 
LN 


12” DIA MIN. 


Ne EARTHS 


SECTION PROFILE 
NOTES: 


1. ALL MATERIALS TO MEET MANUFACTURERS SPECIFICATIONS. 
2. INSTALL WOODEN STAKES IN A CRISS—CROSS PATTERN EVERY 8’ ON CENTER. 
OVERLAP TUBULAR BARRIER SEGMENTS A MINIMUM OF 12”. 


THE CONTRACTOR SHALL MAINTAIN THE TUBULAR BARRIERS IN A FUNCTIONAL CONDITION AT ALL TIMES. THE CONTROLS SHALL BE 
ROUTINELY INSPECTED BY THE CONTRACTOR. 


WHERE THE TUBULAR BARRIERS REQUIRE REPAIR OR SEDIMENT REMOVAL, IT WILL BE COMPLETED BY THE CONTRACTOR AT NO ADDITIONAL COST. 
AT A MINIMUM, THE CONTRACTOR SHALL REMOVE SEDIMENTS COLLECTED AT THE BASE WHEN THEY REACH 1/3 THE EXPOSED HEIGHT OF THE BARRIER. 


TUBULAR SEDIMENT BARRIER 
NOT TO SCALE 


DIVERSION RIDGE REQUIRED 


WHERE GRADE EXCEEDS 2% 


1% 
ROADWAY ae 


SECTION A FILTER FABRIC 


SAND BAGS, TUBULAR SEDIMENT 
CONTROLS, OR CONTINUOUS BERM 
OF EQUIVALENT HEIGHT SPILLWAY 


NOTES: 

1. THE ENTRANCE SHALL BE MAINTAINED IN A CONDITION 
THAT WILL PREVENT TRACKING OR FLOWING OF SEDIMENT 
ONTO PUBLIC RIGHT—OF—WAYS. THIS MAY REQUIRE TOP 


DRESSING, REPAIR AND/OR CLEANOUT OF ANY MEASURES WATER SUPPLY TO WASH 


USED TO TRAP SEDIMENT. WHEELS (IF NECESSARY) | 
2. WHEN NECESSARY, WHEELS SHALL BE CLEANED PRIOR \ 
TO ENTERING THE PUBLIC RIGHT—OF—WAY. Ss 


3. WHEN WASHING IS REQUIRED, IT SHALL BE DONE ON AN 
AREA STABILIZED WITH CRUSHED STONE THAT DRAINS INTO 
AN APPROVED SEDIMENT TRAP OR SEDIMENT BASIN. 


4. USE SANDBAGS, TUBULAR SEDIMENT CONTROLS, OR 2”—3” COARSE AGGREGATE 12’ (MIN.) 
OTHER APPROVED METHODS TO CHANNELIZE RUNOFF TO MIN OF 6” THICK 
BASIN AS REQUIRED. \ 


ROADWAY 


DIVERSION RIDGE PLAN 
50’ MINIMUM 


TEMPORARY CONSTRUCTION ENTRANCE/EXIT 
NOT TO SCALE 


1” (MIN) TYPICAL 7 
STANDARD 1” (MIN) 


PAVEMENT SEE : —_ 
SECTION DETAIL 3/4”, 610 WITH 6”x6”x #10 WIRE MESH 
WIDTH VARIES (SEE PLAN) 


6”x6"x #10 WIRE MESH 
WIDTH VARIES (SEE PLAN) 


SLOPE SIDEWALK @ 1.5% PER FOOT MAX. (TYP.) 


SLOPE SIDEWALK @ 1.5% PER FOOT MAX 
5 THICK 4,000 Psi CONCRETE @ 28 DAY STRENGTH a 


5” THICK 4,000 Ps! CONCRETE @ 28 DAY STRENGTH 








“8” GRAVEL BASE. ee 
aloes Saeceranes Cap ee acter 


| CURB STONE 


CCOMPACTED EXISTING SUBGRADE » 3 | o. 
a Soin das COMPACTED EXISTING SUBGRADE 5 


VA—4. VERTICAL GRANITE CURB 
CONCRETE 


NOTES: 
. SIDEWALK TO HAVE TOOLED JOINTS IN A 5’ x 5’ (TYP.) 
GRID WITH EXPANSION JOINTS 15’ ON CENTER WITH NOTES: 


PREMOLDED FILLER. . SIDEWALK TO HAVE TOOLED JOINTS IN A 5’ x 5’ (TYP.) 
. SEE PLAN FOR ELEVATIONS GRID WITH EXPANSION JOINTS 15’ ON CENTER AND 


. SIDEWALK CROSS SLOPE TO BE 1.5% MAX & SIDEWALK LONGITUDINAL RUNNING PREMOLDED FILLER. 
SLOPE TO BE 4.5% MAX, TYP. _ SEE PLAN VIEW FOR ELEVATIONS AT CURB 


- APPLY BRUSH MARKS PERPENDICULAR TO TRAVEL PATH. . SIDEWALK CROSS SLOPE TO BE 1.5% MAX & SIDEWALK LONGITUDINAL 
RUNNING SLOPE TO BE 4.5% MAX, TYP. 


CONCRETE SIDEWALK CONCRETE SIDEWALK WITH VGC CURBSTONE 
CONCRETE SpeWAIK__7) NOT TO SCALE 
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1” REBAR FOR LIFTING 
AND REMOVAL 


DUMP. STRAP (2) 


SIL TSACK 
CATCH BASIN STRUCTURE 


NOTE: 

1. INSTALL SILTSACK PER 
MANUFACTURER’S INSTRUCTIONS AND 
RECOMMENDATIONS. EMPTY OR 
REMOVE SEDIMENT FROM SILTSACK 
WHEN RESTRAINT CORD IS NO 
LONGER VISIBLE. CLEAN, RINSE, 
AND REPLACE AS NEEDED. 

2. SILT SACKS TO BE INSTALLED 
DURING CONSTRUCTION OPERATIONS 
WHEN THE POTENTIAL FOR SEDIMENT 
TO ENTER EXISTING & PROPOSED 
BASINS EXISTS. 


SILTSACK INLET DETAIL ( 2 ) 
NOT TO SCALE 


8’ MAX 


ct. 


CLF RAIL TIES 
SPACED MAX 
15” APART 





CLF POST TIES 
SPACED MAX 


dee S615” APART 
SCREEN 


XO KX 
OVER CLF CLF BRACE 
PANELS . xD TIES SPACED 














Alle GROMMETS WITH 2 


FENCE FASTENERS 
EVERY 24” AROUND 
THE PERIMETER. 


POSTS MAY BE 
MECHANICALLY DRIVEN INTO 
THE GROUND, OR USE 
SUPPORTING BASES. 


NOTES: 


iP 


SCREEN MATERIAL SHALL BE MADE FROM KNITTED HIGH DENSITY 
POLYETHYLENE WITH UV ADDITIVES. 
SCREEN FILAMENT STRENGTH SHALL BE A MINIMUM OF 50LBS/FT. 


SCREEN MATERIAL BREAK STRENGTH SHALL BE A MINIMUM OF 500 LBS/FT. 


SCREEN SHADE / WIND BLOCKAGE SHALL BE A MINIMUM OF 85%. 
SCREEN COLOR SHALL BE GREEN OR BLACK. 


TEMPORARY CONSTRUCTION FENCE w/ SCREEN 
NOT TO SCALE 


NOT USED 
NOT TO SCALE 


EROSION CONTROL BARRIER 
INSTALLED DOWN SLOPE OF 
PROPOSED STOCKPILE AREA 


PROPOSED STOCKPILE AREA 


Za 
= 
=—~ PROVIDE DRAIN SWALE TO 
> DIRECT WATER AWAY FROM 
NOTES: PROPOSED STOCKPILE AREA 


1. SOIL AND FILL STOCKPILES EXPECTED TO REMAIN IN PLACE FOR LESS THAN 
90 DAYS SHALL BE COVERED WITH STRAW AND MULCH (AT 100LBS/1,000 SF), OR 
WITH AN ANCHORED TARP WITHIN 7 DAYS OR PRIOR TO ANY RAINFALL. 

2. SOIL AND FILL STOCKPILES EXPECTED TO REMAIN IN PLACE FOR 90 DAYS OR 
MORE SHALL BE SEEDED WITH WINTER RYE (FOR FALL SEEDING AT 1LB/1,000 SF) 
OR OATS (FOR SUMMER SEEDING AT 2LB/1,000 SF) AND THEN COVERED WITH 
STRAW MULCH (AT 100LB/1,000 SF) OR AN ANCHORED TARP WITHIN 7 DAYS OR 
PRIOR TO ANY RAINFALL. 


STOCKPILE PROTECTION DETAIL ( 3 ) 
NOT TO SCALE 


PROPOSED FINISH 
GRADE (REFER TO 


GRANITE CURB SITE PLANS) 


TYPE VA-—4. » 
MASSACHUSETTS 3° BARK MULCH 


HIGHWAY OR GRASS HOLD 


DEPARTMENT 1” BELOW TOP 
OF CURB 


SEE TYPICAL : G = 6” LOAM @ 


See BL : - ee 
12” LOAM @ 


CTop COURSE, PLANTING BEDS 


C 1500 PSI (MIN) 
BASE COURSE CONCRETE 
FULL LENGTH 


EACH SIDE 
GRAVEL BASE. 7 


3/4” CRUSHED 
STONE 


CEXISTING SUBGRADE> 


VERTICAL GRANITE CURB 
NOT TO SCALE 


NOTE: 

TACK COAT — PROVIDE EMULSIFIED ASPHALT WHICH CONFORMS TO THE 
REQUIREMENTS OF THE STATE SPECIFICATIONS, DILUTED WITH ONE PART 
WATER TO ONE ONE PART ASPHALT FOLLOWING AASHTO M140/ASTM D997, 
OR AASHTO M208/ASTM D2397, SS—1H, CSS—1, OR CSS—1H. 


CLEAN JOINT OF ALL 
DEBRIS AND PROVIDE 
TACK COAT 


\ 
EXISTING TOP COURSE PROPOSED TOP COURSE 
\ PROPOSED BASE COURSE 


7 wy jt 4 4 fa fa a a M4 Mt wy wy 
DDI 
0505050505050 50505 


SAW CUT EDGES 


EXISTING BASE COURSE 


EXISTING GRAVEL. COURSE 


SEE STANDARD 
PAVEMENT DETAIL 


PAVEMENT KEY CUT DETAIL 
NOT TO SCALE 
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WHITE PAINT 


MOUNTING REFLEC— 
BLUE PAINT HEIGHT | DESCRIPTION | ToRIZED 








4” WIDE PAINTED a TORRE 

LINES (TYPICAL) a "o 
& WHITE TEXT 

SPECIAL PLATE ON BLUE 

unsuoapep FIELD 

MAY BE REMOVED WITH WHITE 

OWNERS EXPENSE BO R D ER 


; VAN 
1- ACCESSIBLE 


RADIUS 


+ 
ACCESSIBLE PARKING ¢ (5: 
SIGN /POST (SEE DETAIL) RADIUS 
MAX CROSS ia 
ee ae 
2° 1 























SLOPE 1:50 
ALL DIRECTIONS 


PAINTED SYMBOL | 
(SEE DETAIL) 18) av 

NOTE: © an 

V 3} 


1. ”V" DENOTES VAN ACCESSIBLE 
PARKING SPACE. 
2. PARKING SPACE MUST BE 12’ 
WIDE WHERE ABUTTING A WALL. | 8 | 8.0" | SYMBOL TO BE CENTERED ON WIDTH OF PARKING STALL. SYMBOL IS 
MIN. REQUIRED TO CONTRAST WITH BACKGROUND. USE WHITE ON BLUE 


(COLOR #105090 IN FEDERAL STANDARD 5952) DOUBLE COAT. 


ADA AND STANDARD PARKING STRIPING ACCESSIBLE PARKING STALL PAVEMENT MARKING 
NOT TO SCALE NOT TO SCALE 





TRAFFIC AND SAFETY SIGNAGE SHALL COMPLY WITH THE "MANUAL ON 
UNIFORM TRAFFIC CONTROL DEVICES” (MUTCD) STANDARDS. 


MOUNTING HEIGHT IS DEFINED AS THE DISTANCE FROM THE BOTTOM 
OF THE SIGN TO THE NEAR EDGE OF THE PAVEMENT. 
JONES 


SIGN TABLE 
NOT TO SCALE 
CiViIL 


TILE TECH OR APPROVED EQUAL, 2” THICK DETECTABLE INVERTED "U” BICYCLE RACK. No. 45212 
WARNING PAVERS TO CONTRAST VISUALLY WITH ADJOINING 2.375” DIAMETER ) 
SURFACES. 2” X 11.75” X 11.75” CONCRETE PAVER. ls GALVANIZED OR STAINLESS 
y; 


BRIAN D. 


SUBMIT SHOP DRAWING AND SAMPLE FOR APPROVAL OF STEEL TUBE. 
COLOR. SET FLUSH WITH ADJACENT CONCRETE. SEE 
DETECTABLE WARNING PAVERS DETAIL. SURFACE FLANGE MOUNT 

WITH (2) ANCHOR BOLTS. 


4.5% MAX 


CONCRETE PAD 





S 
NAAR 


PROFESSIONAL ENGINEER FOR 
ALLEN & MAJOR ASSOCIATES, INC. 


te 4 CRUSHED GRAVEL 
=F COMPACTED SUBGRADE 
CONCRETE PAD 





VARIES 
CURBING PER SEE PLAN 


AAG Sse a CURBING PER 
PLAIN CEMENT 5’ (MIN) VARIES 








PLANS 





SLOPE CURBING CONCRETE 


TO MATCH GUTTER SEE PLAN NOTES: 


DETECTABLE . THE DIMENSIONS SHOWN AT ROADWAY EDGE ARE FIXED DISTANCES. 
WARNING 1.5% MAX 





ne | en | Wes _ ISSUED FOR ARB REVIEW 
RAMP CROSS SECTION TO BE THE SAME AS ADJACENT SIDEWALK; I.E. DEPTH OF SURFACE AND AE eg cape oe DESCRIPTION 
FOUNDATION. qe eee ek ge Oe ee Pees APPLICANT\OWNER: 


PORTLAND CEMENT CONCRETE RAMPS ARE TO BE TEXTURED BY BROOMING IN A DIRECTION ee oe, 192-200 MASSACHUSETTS AVE, LLC 
455 MASSACHUSETTS AVE, STE 1 


TYPICAL ROAD WAY PARALLEL TO THE LENGTH OF THE RAMP. 49 DRIVE AISLE 5 
ous Ae ARLINGTON, MA 02474 


SECTION a ee a 
6” CONCRETE . IN NO CASE ARE THE RAMPS TO BE PLACED BEHIND THE STOP LINE. ae ee Gee 
NOTE: BIKE RACKS TO BE FROM PARK A BIKE: MODEL 200 SERIES—INVERTED U PROJECT. 
BIKE RACKS HR202 30”X2.38"X32” SURFACE MOUNTED. SURFACE MOUNT PER 


MANUFACTURER’S RECOMMENDATIONS. FINISH SELECTED BY OWNER. PROVIDE SHOP 
DRAWINGS FOR APPROVAL PRIOR TO ORDERING. 


BICYCLE RACK DETAIL 
NOT TO SCALE 








8” GRAVEL BORROW . THE DIMENSIONS ARE SUBJECT TO CHANGE IN THE FIELD IF EXISTING APPURTENANCES OR 
SECTION VIEW CONDITIONS WILL MAKE THE RAMP LOCATIONS IMPRACTICAL OR UNSAFE. CONSULT CIVIL ENGINEER 
ae eee ee PRIOR TO MAKING ANY MODIFICATIONS. 


HANDICAP CURB CUT & CURB TRANSITION 
NOT TO SCALE 


190 & 192-200 


MASSACHUSETTS AVE 
ARLINGTON, MA 02476 
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INSTALL TWO ROWS OF PAVERS. 
2”X11.75"X11.75” CONCRETE DETECTABLE WARNING AS SHOWN | DWG. NAME: 


SEE PLAN FOR LOCATION. SCALE: 
PAVERS BY TILE TECH OR APPROVED EQUAL <4 ; : 
TEL: 215-380-5560. DESIGNED BY: ARM | CHECKED BY: 


PREPARED BY: 











LATEX THINSET MORTAR BED SPREAD PER STEEL BOLLARD CAP 


MANUFACTURERS RECOMMENDATIONS. 











6"@ SCH 40 STEEL PIPE 
FILLED WITH 3000 PSI 
(MIN.) CONCRETE PAINT 
REFLECTIVE YELLOW 


ni ceen GAME ALLEN & MAJOR 
8” COMPACTED GRAVEL BASE ASSOCIATES, INC. 


==) —— oe 5 e ss _ 4 civil engineering land surveying 
Sele le LZ , environmental consulting landscape architecture 


www.allenmajor.com 


FLUSH CONCRETE 3000 PSI “oe ge 
; 100 COMMERCE WAY, SUITE 5 
CONCRETE BASE [+ . WOBURN MA 01801 
TYPICAL SECTION VIEW tee sae TEL: (781) 935-6889 
TYPICAL PLAN VIEW NOTES: oo ae FAX: (781) 935-2896 
—ALL EXPOSED PIPE SHALL BE 


NOTES: PAINTED WITH CATALYZED EPOXY 
1. CONCRETE SLAB SHALL BE SLOPED 1.5% CROSS PITCH MAX TO PROVIDE COMPLETE SURFACE DRAINAGE. SEE GRADING PLAN & PAINT. (COLOR AS DIRECTED 


i a 





aa a = Dh ge — 
‘ 








CONCRETE SLAB 4” THICK; 4,000 PSI @ 
28 DAY STRENGTH; WWF 6X6 X W2.9 














COMPACTED SOIL SUBGRADE 
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HANDICAP CURB CUT / CURB TRANSITION DETAIL. BY ENGINEER) 


. SLAB TO HAVE STEEL TROWEL AND FINE BROOM FINISH. DO NOT USE CURING COMPOUNDS. 


JOINTS AND PREMOLDED FILLER AT EDGE OF TILES AND ADJACENT MATERIAL. 


. SET TILES FLUSH WITH ADJACENT MATERIALS. 


. SUBMIT SHOP DRAWINGS OF TILES AND SAMPLE FOR APPROVAL OF COLOR TO OWNER / ARCH. 


. INSTALL DETECTABLE WARNING PAVERS PER MANUFACTURER’S RECOMMENDATIONS. 


CONTRACTOR TO ADD EXPANSION 


TACTILE WARNING PAVERS 
NOT TO SCALE 
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—A BITUMASTIC COATING 
SHALL BE APPLIED TO ALL 


PIPE BELOW GRADE _6” 


(MIN.) 


FIXED PIPE BOLLARD DETAIL 
NOT TO SCALE 


NOT USED 
NOT TO SCALE 
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COVER TO BE CONCRETE 
LETTERED "WATER” NOTES: THRUST CONCRETE 
IN LETTERS THAT 1. ALL WATER MAIN x THRUST MECHANICAL JOINT 
hee ae aa FITTINGS, BENDS, TEES, Beek / 
EXISTING WATER MAI PUSH—ON JOINT 


2 NOTCH PLUGS ETC. SHALL BE PUSH—ON JOIN 
OPENINGS RESTRAINED W/ THRUST 


PROPOSED PVC SEWER _ FINISHED GRADE BLOCKS EXCEPT WHERE 
S=1.00% (MIN 10’—0” (MIN) 2. ALL THRUST BLOCKS 
= PROPOSED GRADE oT SLT VARIES 
UNDISTURBED EARTH. ee 
3. SIZE OF CONCRETE ns 


PROPOSED WATER MAIN 
MECHANICAL JOINT 


TAPPING SLEEVE 











EXTENSION STEM FLANGE 


WHEN TOP OF 
OPERATING NUT ADJUSTABLE VALVE BOX 
BELOW GRADE MANUFACTURED BY THRUST BLOCKS SHALL 
LEBARON FOUNDRY OR So ae NoTED: EELGY 
2” OPERATING APPROVED SUBSTITUTE a MINIMUM : 


NUT MECHANICAL JOINT COMPRESSIVE STRENGTH 
OPEN RIGHT |_| ENDS WITH RETAINER OF THRUST BLOCK 
——— ae aes CONCRETE SHALL BE 
3,000 P.S.l. 
Q 5. KEEP CONCRETE 
































CLEANOUT 
SEE DETAIL 
PLUG 


COVER AS REQUIRED 


UNDISTURBED 
SIDE OF 
TRENCH 


ow 
LJ 
> 
o) 
O 
Zz 
= 
Xo) 
J 

st 


VALVE BOX OR VALVE 
INDICATOR AS REQ’D 


MECHANICAL JOINT/ 
PUSH-—ON JOINT 
TAPPING VALVE 


CLEAR OF MECHANICAL PLACE MASONRY BLOCK FRAME 


JOINTS. BACK FILL UNDER ACCESS PIPE ON 
6. THE BELOW COMPACTED FILL. DO NOT REST 


PREDICATED ON A 
WATER PRESSURE OF ELEVATION ON VALVE 


225 PSI AND A SOIL 

RESISTANCE OF 2000 

PSF (TILL). FOR OTHER 

SOILS THE VALUES IN CAPS & HYD. 

THE ABOVE TABLE (SQ.FT.) 
PIPE PER MASS. as SHALL BE MULTIPLIED 

PVC ADAPTER . . Pr 

WITH FLEXIBLE JOINT BUILDING CODE ee 4 ae BY: SOCKET CLAMPS AND 


CONTRACTOR MAY USE ANCHOR TEES AT HIS OPTION. 9 TIE RODS 
BUILDING SEWER SERVICE 
NOT TO SCALE 


UNDISTURBED NOT BEAR ANY PART OF 
MATERIAL THE VALVE ASSEMBLY 


“A 


) °C CONCRETE 
» | | t_} Nae | 4 AGAINST BOTTOM OF FLANGE SHALL 
oO — 


PROPOSED 
TEES, PLUGS, LA : WATER MAIN 





2.) HYDRANTS AND VALVES SHALL BE RIGHT TURN OPEN (OPEN RIGHT). 12 MECHANICAL JOINT 


20 1 16 TAPPING SLEEVE 
GATE VALVE 
NOT TO SCALE 





EXISTING WATER MAIN 


O 
THRUST BLOCK DETAILS TAPPING SLEEVE AND VALVE 
NOT TO SCALE NOT TO SCALE 





BRIAN D. 
JONES 
P CIVIL 
PROPOSED 6”—90" ; ; No. 48212 
PROPOSED 6” BEND WHERE NEW PAVEMENT OR "PATCHING 

REQUIRED TO MATCH EXISTING, AS 


6” MIN. COVER NOTES: SPECIFIED 









CONDITION & PIPE | **SELECT MATERIAL LINING MATERIAL Y—DIMENSION 


DUCTILE IRON 
: : TYPE |, Il, OR Ill | SAND OR TYPE Ill ae 

















CONCRETE SAW CUT JOINT WITH EMULSION 

50” FIBER 1... MINIMUM BURIAL DEPTH (FINISH GRADE TO APPLIED BEFORE PAVING/ 

FORM TO BE TOP OF PIPE) PATCHING 

LERT IN PLACE GRAVITY PIPE — SEE PLAN OR PROFILE EXISTING MOUND BACKFILL RCP : 
PRESSURE PIPE UNDER PAVING — 4’ PAVEMENT 6"+ “ORDINARY SOIL” TYPE Il OR lt SAND OR TYPE ll 3 
PRESSURE PIPE BENEATH UNPAVED — 3’ 
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2. WHERE BACKFILL IS DESIGNATED AS ALL PIPE OVER TYPE Il OR Il 
PROPOSED 6” COMPACTED, THIS MEANS 90 TO 95% 6 BEDROCK OR ace] TPE H OF Ore ae Dera Race ee SecocnaeS. INC 
PIPE STANDARD PROCTOR. AASHTO T—99. ALL FILL MIN 
PLACED BELOW PIPES AND STRUCTURES MUST COMPACTED GRAVEL mriCLECIRORL IN 
MEET THIS REQUIREMENT. MINIMUM BURIAL ae OGL TYPE II OR III SAND 4” 
RUBBER GASKET OR 3. FOR ALL TRENCHES WITH A GRADE GREATER FANE Peres he 
MORTAR PROPOSED THAN 4% AND/OR WHERE GROUNDWATER IS TOP OF PIPE) RCP IN CLAY TYPE Il OR Ill SAND 
6” PVC TO EXISTING APPARENT, INSTALL CLAY DAMS AROUND THE VARIES | «SUITABLE 
aOR DCTIR GCE ‘ ; AISTING ALL PLASTICS TYPE lll SAND OR TYPE Il 
WITH CRUSHED STONE 12” BRICK eee Eee eee 
: ii i s * SUITABLE MATERIAL SHALL CONTAIN NO STONE GREATER THAN 4” IN DIAMETER, NO FROZEN DESCRIPTION 
12”+2xDIAMETER SELECT HAND PLACED LUMPS, AND ONLY MINOR AMOUNTS OF CLAY OR ORGANIC MATERIAL. ALL MATERIAL TO BE PLACED APPLICANT\OWNER: 


RUBBER GASKET OR 
MORTAR PROPOSED 6” 
PVC TO EXISTING 
BRICK PIPE 


EXISTING 12” 
SANITARY SEWER 
MAIN 

















CRUSHED STONE BEDDING 
3/4” MINIMUM 


SANITARY SEWER CHIMNEY CONNECTION DETAIL 
NOT TO SCALE 
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(18” MAX. OVER THE PIPE) | MATERIAL 






AND COMPACTED 





Y + LINING MATERIAL 





”D” PIPE DIAMETER 


IN MAX 12” LIFTS AND COMPACTED BEFORE PLACING NEXT LIFT. 


**TYPE | MATERIAL SHALL BE EITHER GRAVEL OR EXCAVATED MATERIAL CONTAINING NO STONES 


GREATER THAN 1.5” DIAMETER, NO FROZEN LUMPS, CLAY OR ORGANIC MATERIAL. 


192-200 MASSACHUSETTS AVE, LLC 
455 MASSACHUSETTS AVE, STE 1 
ARLINGTON, MA 02474 


nes a **TYPE Il MATERIAL SHALL BE CLEAN, HARD, CRUSHED OR NATURAL STONE WITH A GRADATION BY 
UNDISTURBED WEIGHT OF 100% PASSING A 1.5” SQUARE OPENING, NOT MORE THAN 25% PASSING A 3” OPENING, PROJECT: 
SOIL OR ROCK AND NOT MORE THAN 5% PASSING A 4” SQUARE OPENING. 190 & 192-200 
**TYPE Ill MATERIAL SHALL BE CLEAN, HARD, CRUSHED STONE FREE FROM COATINGS AND 
TRENCH DETAIL THOROUGHLY WASHED WITH A GRADATION BY WEIGHT OF 100% PASSING A 1” SQUARE OPENING, MASSACHUSETTS AVE 





NOT TO SCALE 


AND O TO 5% PASSING A 4” SQUARE OPENING. 
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MASSACHUSETTS AVENUE 


(PUBLIC — VARIABLE WIDTH) 


EXISTING TREE 


TO BE SAVED — SEE TREE 

PROTECTION DETAIL Br HEMOVED BLDKG 
HPT bias CONSTRUCTION AND 
2HY REPLACED 


8HB 





| 
he et 









PROPOSED MIXED-USE 


BUILDING 


APARTMENTS/RETAIL 
9,764+ SF FOOTPRINT 











23 TO 
LOAM AND SOD 

ALL DIST. AREAS, (SFT 0.C.) 
TYP. 


DIG SAFE 
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1-888—DIG—SAFE 
1-888-344-7233 
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LEGEND 


DECIDUOUS TREE 


EVERGREEN TREE 


FLOWERING TREE 


SHRUBS 


MULCH BED 


PERENNIALS/GROUNDCOVER 





PLANTING SCHEDULE-TREES, SHRUBS, GROUNDCOVERS & PERENNIALS 


QUANTITY BOTANICAL NAME 





COMMON NAME MIN. SIZE SPACING COMMENTS 





EVERGREEN TREES 





TO 26 THUJA O. ’WINTERGREEN’ 

















WINTERGREEN ARBORVITAE 6-7’ HT AS SHOWN 





TREES/SHRUBS 














HYDRANGEA PANICULATA 


LIMELIGHT’ TREE FORM 
HYDRANGEA ARBORESCENS 


"INVINCEBELLE WEE WHITE” 


HPT 1 





HY 4 














TREE FORM LIMELIGHT 5-6’ HT. 
HYDRANGEA TREEFORM 
INVINCIBELLE WEE WHITE 43 
HYDRANGEA 


AS SHOWN 








AS SHOWN 








PERENNIALS 














HEMEROCALLIS *HAPPY 
RETURNS’ 


HOSTA ’HADSPEN BLUE’ 











HAPPY RETURNS DAYLILLY STAGGERED 








HADSPEN BLUE HOSTA STAGGERED 








THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY 
OF ALLEN & MAJOR ASSOCIATES, INC. IT’S INTENDED USE IS TO 
PROVIDE INFORMATION. ANY ALTERATION, MISUSE, OR RECALCULATION 
OF INFORMATION OR DATA WITHOUT THE EXPRESSED, WRITTEN 
CONSENT OF ALLEN & MAJOR ASSOCIATES, INC. IS STRICTLY 
PROHIBITED. 


ALL LANDSCAPED AREAS WITH SHRUBS, TREES, AND PERENNIALS TO 
HAVE 18” MINIMUM DEPTH OF TOPSOIL. EIGHTEEN INCHES OF 
TOPSOIL AROUND TREES AND SHRUBS DOES NOT INCLUDE AMENDED 
PLANTING SOIL WITHIN TREE / SHRUB PIT FOR FULL DEPTH OF 
ROOTBALLS. SEE PLANTING DETAILS FOR PLANTING DEPTH AT 
SHRUBS AND TREES. ALL AREAS OF LOAM AND SEED OR LOAM & 
SOD TO HAVE 6” MINIMUM DEPTH OF TOPSOIL. TOPSOIL TO BE 
TESTED BY CONTRACTOR, AND APPROVED BY A&M PRIOR TO 
PURCHASE AND OR PLACEMENT. GENERAL CONTRACTOR, DEMOLITION 
CONTRACTOR, AND LANDSCAPE CONTRACTOR TO COORDINATE PROPER 
DEPTH OF EXISTING MATERIAL REMOVAL ACROSS SITE SO THAT 18” 
MINIMUM AND 6” MINIMUM DEPTHS OF PROPOSED TOPSOIL NOTED 
ABOVE ARE MET AT NO ADDITIONAL COST TO OWNER. SEE TOPSOIL 
DETAIL. 
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LOAM AND SODDING NOTES LANDSCAPE NOTES CONT. 


CONTRACTOR SHALL SOD AREAS NOTED ON THE PLANS. 


SOD IS TO BE A BLEND OF FOUR TO FIVE CURRENT AND IMPROVED HYBRID BLUEGRASS 
AND FESCUE MIXES APPROPRIATE FOR BOTH SEMI-SHADED AND AREAS OF SUN. 


HYBRIDS MAY INCLUDE: BLACKSTONE KENTUCKY BLUEGRASS, AWARD KENTUCKY 
BLUEGRASS, CHALLENGER KENTUCKY BLUEGRASS, BLACKBURG II KENTUCKY BLUEGRASS OR 
COMPARABLE AND EQUAL BLUEGRASS HYBRIDS. 


1. SOD SHALL BE HIGH QUALITY, NURSERY GROWN ON CULTIVATED MINERAL 
AGRICULTURAL SOILS. SOD SHALL BE MOIST, AND MACHINE CUT AT A UNIFORM SOIL 
THICKNESS OF AT LEAST %” AT TIME OF CUTTING. MEASUREMENT FOR THICKNESS SHALL 
INCLUDE TOP GROWTH AND THATCH. SOD SHALL BE FREE OF DISEASES, WEEDS, BARE 
SPOTS, OR INSECTS. 


2. SODDING TO BE COMPLETED "IN SEASON” BETWEEN APRIL 1 TO JUNE 15 OR AUGUST 
15 TO OCTOBER 1, EXCEPT FOR RE-—SODDING OF BARE SPOTS. IF UNABLE TO SOD 
WITHIN THESE TIMEFRAMES, CONTRACTOR TO INSTALL EROSION CONTROL MATS ON ALL 
SLOPES 3:1 AND OVER, HYDROSEED ALL EXPOSED AREAS, ADD SOIL STABILIZER “FLUX 
TERRA HP—FGM SOIL STABILIZER” AS MANUFACTURED BY ”"PROFILE” TO HYDROSEED (AT 
RATE OF 3,000 LBS PER ACRE), AT NO ADDITIONAL COST TO THE OWNER. CONTRACTOR 
TO COMPLETE ALL ABOVE "OUT OF SEASON” REQUIREMENTS AND THEN ALSO BE 
RESPONSIBLE FOR RE-GRADING AND RE-SODDING ALL DISTURBED, ERODED, OR BARE 
SPOTS WITHIN NEXT CLOSEST PLANTING SEASON IN FALL OR SPRING AT NO ADDITIONAL 
COST TO OWNER. CONTRACTOR RESPONSIBLE FOR ALL MAINTENANCE UNTIL FINAL 
ACCEPTANCE OF LAWN AREAS INCLUDING: WATERING, ADDING FERTILIZERS AND LIME AND 
MOWING AT NO ADDITIONAL COST TO OWNER. 


3. COMMERCIAL FERTILIZER SHALL BE APPLIED AT THE RATE OF 25 POUNDS PER 1000 
SQ. FT. OR AS RECOMMENDED BY THE TESTING AGENCY. LIME TO BE SPREAD AT THE 
RATE OF 100 POUNDS PER 1000 SQ. FT OR AS RECOMMENDED BY THE TESTING AGENCY. 
COMMERCIAL FERTILIZER SHALL BE A COMPLETE FERTILIZER CONTAINING AT LEAST 50% OF 
THE NITROGEN OF WHICH IS DERIVED FROM NATURAL ORGANIZE SOURCES OF UREAFORM. 
IT SHALL CONTAIN THE FOLLOWING PERCENTAGES BY WEIGHT: NITROGEN (N) 10%, 
PHOSPHORUS (P) 6%, POTASH (K) 4%. LIME SHALL BE AN APPROVED AGRICULTURAL 
LIMESTONE CONTAINING NOT LESS THAN 85% OF TOTAL CARBONATES. LIMESTONE SHALL 
BE GROUND TO SUCH FINENESS THAT 50% WILL PASS A 100 MESH SIEVE AND 90% WILL 
PASS THROUGH A 20 MESH SIEVE. 


4. CONTRACTOR RESPONSIBLE FOR WATERING, MOWING, AND RE-—SODDING OF LAWN BARE 
SPOTS UNTIL A UNIFORM, HEALTHY STAND OF GRASS IS ESTABLISHED AND ACCEPTED. 


LANDSCAPE NOTES 
1. 


ALL WORK SHALL BE IN ACCORDANCE WITH THE REQUIREMENTS OF THE TOWN OF 
ARLINGTON, MA. 


2. PLANTING PLAN IS DIAGRAMMATIC IN NATURE. FINAL PLACEMENT OF PLANTS TO BE 
APPROVED BY THE LANDSCAPE ARCHITECT IN THE FIELD. 


3. THE CONTRACTOR SHALL BE RESPONSIBLE FOR CONTACTING ALL UTILITY COMPANIES, ANY 
PERMITTING AGENCIES, AND "DIG—SAFE” (1-888-344-7233) AT LEAST 72 HOURS IN 
ADVANCE OF ANY WORK THAT WILL REQUIRE EXCAVATION. CONTRACTOR SHALL NOTIFY THE 
OWNERS REPRESENTATIVE OF NAY CONFLICTS IN WRITING. 


4. NO PLANT MATERIAL SHALL BE INSTALLED UNTIL ALL GRADING AND CONSTRUCTION HAS 
BEEN COMPLETED IN THE IMMEDIATE AREA, ANY TREES NOTED AS "SEAL OR SELECTED 
SPECIMEN” SHALL BE TAGGED AND SEALED BY THE LANDSCAPE ARCHITECT. 


5. ALL TREES SHALL BE BALLED AND BURLAPPED (B&B) UNLESS OTHERWISE NOTED OR 
APPROVED BY THE OWNER’S REPRESENTATIVE AND LANDSCAPE ARCHITECT. 


6. CONTRACTOR SHALL VERIFY QUANTITIES SHOWN ON PLANT LIST. QUANTITIES SHOWN ON 
PLANS SHALL GOVERN OVER PLANT LIST. 


7. ANY PROPOSED PLANT SUBSTITUTIONS MUST BE APPROVED IN WRITING BY OWNER’S 
REPRESENTATIVE AND LANDSCAPE ARCHITECT. 


8. ALL PLANT MATERIALS INSTALLED SHALL MEET THE GUIDELINES ESTABLISHED BY THE 
STANDARDS FOR NURSERY STOCK PUBLISHED BY THE AMERICAN ASSOCIATION OF 
NURSERYMEN. 


9. ALL PLANT MATERIALS SHALL BE GUARANTEED FOR ONE YEAR FOLLOWING DATE OF 
ACCEPTANCE. 


DIG SAFE 





BEFORE YOU DIG 
CALL 811 OR 
1-888—DIG—SAFE 
1-888-344-7233 
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ALL DISTURBED AREAS NOT OTHERWISE NOTED SHALL RECEIVE 6” OF SUITABLE 
LOAM & SEED LAWNS WITH 3:1 OR GREATER SLOPES SHALL BE PROTECTED 
WITH AN EROSION CONTROL BLANKET. 


ANY FALL TRANSPLANTING HAZARD PLANTS SHALL BE DUG IN THE SPRING AND 
STORED FOR FALL PLANTING. 


TREES SHALL HAVE A MINIMUM CALIPER AS INDICATED ON THE PLANTING 
SCHEDULE TAKEN ONE FOOT ABOVE THE ROOT CROWN. 


ALL PLANT BEDS AND TREE SAUCERS TO RECEIVE 3” OF PINE BARK MULCH. 
GROUND COVER AREAS SHALL RECEIVE 1” OF PINE BARK MULCH 


ALL DECIDUOUS TREES ADJACENT TO WALKWAYS AND ROADWAYS SHALL HAVE A 
BRANCHING PATTERN TO ALLOW FOR A MINIMUM OF 7’ OF CLEARANCE BETWEEN 
THE GROUND AND THE LOWEST BRANCH. 


ALL TREE STAKES SHALL BE STAINED DARK BROWN. 


CONTRACTOR RESPONSIBLE FOR WATERING, AND RESEEDING OF BARE SPOTS UNTIL 
A UNIFORM STAND OF VEGETATION IS ESTABLISHED AND ACCEPTED. 


ALL PARKING ISLANDS PLANTED WITH SHRUBS SHALL HAVE 24” OF TOP SOIL. 
FINISH GRADE SHALL BE EQUAL TO THE TOP OF CURB. 


SOIL SAMPLES, TESTS, AND SHOP DRAWINGS SHALL BE PROVIDED TO THE 
LANDSCAPE ARCHITECT OR THE OWNER FOR APPROVAL PRIOR TO CONSTRUCTION. 


AN MINIMUM 18” WIDE BARRIER OF 1” GRAY OR TAN PEASTONE SHALL BE 
INSTALLED IN ALL PLANT BEDS WHICH ABUT THE BUILDINGS. NO MULCH IS 
ALLOWED WITHIN 18” OF ALL BUILDINGS PER THE LATEST EXECUTIVE OFFICE OF 
PUBLIC SAFETY AND SECURITY DEPARTMENT OF FIRE SERVICES REGULATION (527 
CMR 17.00). INSTALL 6” DEEP OF PEASTONE WITH MIRAFI WEED FABRIC BENEATH 
AND STEEL EDGING BETWEEN THE PEASTONE AND ADJACENT MULCH BED. 


ALL PROPOSED LANDSCAPE AREAS INCLUDING MOWED LAWNS, TREES, SHRUB 
BEDS, AND PERENNIALS SHALL BE PROVIDED WITH WATER EFFICIENT 
UNDERGROUND IRRIGATION. DESIGN AND INSTALLATION OF IRRIGATION SYSTEM TO 
BE PERFORMED BY AN APPROVED IRRIGATION DESIGN BUILD CONTRACTOR OR BY 
AN APPROVED EQUAL, TO BE DETERMINED BY THE OWNERS REPRESENTATIVE AND 
LANDSCAPE ARCHITECT. IRRIGATION SYSTEM IS TO BE DESIGNED FOR EFFICIENT 
WATER USAGE INCLUDING: USE OF DRIP IRRIGATION FOR SHRUBS AND 
PERENNIALS, IRRIGATION SYSTEM WITH HEAD—TO—HEAD COVERAGE, A CENTRAL 
SHUT—OFF VALVE, AND A RAIN SENSOR TO SHUT OFF IRRIGATION DURING RAIN 
EVENTS. 


SEED. SEE 
LANDSCAPE 
PLAN FOR 
TYPE 


OFFSITE COMPACTED 
SCREENED 
SEE TOPSOIL 
LANDSCAPE (NO STONES 
PLAN LARGER 
GENERAL NOTE THAN 3/8”) 
# 3 


FOR DEPTHS COMPACTED 
= os rep] Sunerane SOILS. 


TEXTURE CLASS Z_OF TOTAL WEIGHT 
SAND 45% — 65% 
SILT 15% — 35% 
CLAY 5% — 20% 








SIEVE % PASSING 
3/8” 100 

NO. 4 85-100 

NO. 40 60-85 

NO. 100 38-60 

NO. 200 10-35 

20 um LESS THAN 5% 


NOTES: 
1. TOP OF LOAM (TOPSOIL) IS FINISH GRADE. 


2. ALL TOPSOIL (BOTH ONSITE AND OFFSITE SOURCES) SHALL BE 
COMPOSED OF A NATURAL, FERTILE, FRIABLE SOIL TYPICAL OF 
CULTIVATED TOPSOILS OF THE LOCALITY. OFFSITE SOIL SHALL BE 
SUITABLE FOR THE GERMINATION OF SEEDS AND SUPPORT OF 
VEGETATIVE GROWTH, WITH ADDITIVES, IF REQUIRED, TO ACHIEVE 
PARTICLE DISTRIBUTION AND ORGANIC CONTENT BELOW. TOPSOIL 
SHALL BE TAKEN FROM A WELL—DRAINED, ARIABLE SITE, FREE OF 
SUBSOIL, LARGE STONES, EARTH CLODS, STICKS, STUMPS, CLAY 
LUMPS, ROOTS, OTHER OBJECTIONABLE, EXTRANEOUS MATTER OR 
DEBRIS NOR CONTAIN TOXIC SUBSTANCES. 


THE CONTRACTOR SHALL PROVIDE THE OWNER / LANDSCAPE 
ARCHITECT WITH TOPSOIL TEST RESULTS (RECOMMEND UMASS 
AMHERST SOIL TESTING LAB) FOR APPROVAL PRIOR TO OBTAINING AND 
PLACING THE SOIL. IF ANY TOPSOIL IS PURCHASED OR PLACED 
PRIOR TO APPROVAL BY OWNER / LANDSCAPE ARCHITECT, IT IS AT 
CONTRACTORS RISK, AND IT CAN BE REMOVED AT NO ADDITIONAL 
COST TO THE OWNER. IF THE PLANTING SOIL (BOTH ONSITE AND 
OFFSITE SOURCES) DOES NOT FALL WITHIN THE REQUIRED SIEVE 
ANALYSIS, TEXTURAL CLASS, ORGANIC CONTENT, OR PH RANGE, IT 
SHALL BE ADJUSTED TO MEET THE SPECIFICATIONS THROUGH THE 
ADDITION OF SAND, COMPOST, LIMESTONE, OR ALUMINUM SULFATE TO 
BRING IT WITHIN THE SPECIFIED LIMITS AT NO ADDITIONAL COST TO 
THE OWNER. 


TOPSOIL SHALL HAVE A PH VALUE BETWEEN 5.5 AND 6.5. TOPSOIL 
SHALL CONTAIN BETWEEN 4% AND 8% ORGANIC MATTER OF TOTAL DRY 
WEIGHT AND SHALL CONFORM TO THE FOLLOWING GRADATION AND 
TEXTURE CLASS ABOVE. 


TOPSOIL FOR LAWN, TREES, SHRUBS, & PERENNIALS 
NOT TO SCALE 


Va REMOVE ARBORKNOT AFTER ONE 
GROWING SEASON 


“y ARBORKNOT BY DEEP ROOTS OR 
WIZ APPROVED EQUAL 
. YY 
WY 
WW 2 3” BARK MULCH IN SAUCER 
AWS ZAZ ” 
NSN y PLANT SAUCER, 4” CONTINUOUS WITH 
INVA, BARK MULCH 
y \ rh WARNING FLAG 18” ABOVE FINISH 
WN Vi CG FINISH GRADE 
ign \ Z he 


‘ NO 22 
AN WZ SET ANGLE OF GUYS TO ENTER 
Vw wweF GROUND AT LIMIT OF BRANCH 
Wy EZ 


| 


se eee L STEEL EYE STAKES BY DEEP ROOTS 
ED OR APPROVED EQUAL 


RSs A 
“ ROOTBALL] 
PLANTING SOIL MIX: BACKFILL IN LOOSE 

LIFTS OF 6”—8” DEPTH. SETTLE WITH 


ROOTBALL 


a CUT AND REMOVE BURLAP AND 
WIRE BASKETS ENTIRELY. 


(2) MIN. 2” X 2” X 8 \ ARBOR TIES BY DEEP ROOTS 
WOOD POSTS FOR "Nh OR APPROVED EQUAL 


TREES UNDER 3” CA Z--REMOVE STAKES AFTER ONE 
Y GROWING SEASON 


10’-0” FOR TREES > 3” CAL. 
870” FOR TREES a CAL. AND 3” BARK MULCH 
UNDER 
4” EARTH SAUCER WITH 
6” MIN. TOPSOIL; ; | BARK MULCH 
NEW OR EXISTING —s “eg ee 


yt y Ee 
Sie Ka ES WARES a UT & REMOVE BURLAP 
BACK FILL SEE 4 ASS RE AND WIRE BASKET ENTIRELY. 


DS Pea eal BAN 
NOTE 2 &3. RRR RA 
F 


3_X DIA. O | 
UNDISTURBED SOIL ROOTBALL 


WITH SLOPED 
ROOTBALL SIDES 


¢ 
ROOTBALL 


REINFORCED RUBBER HOSE 


TREE PIT 


2.0 % 
ROOTBALL 
r© 


3 POSTS FOR ALL TREES 
3” CALIPER & OVER 


3 X DIA. 
ROOTBALL 


WITH SLOPED SIDES 


TREE DRIPLINE 


METAL STAKE 


CONSTRUCTION FENCE 


Sree OF TREE TRUNK 
ADJUST FOR FIELD CONDITIONS 


NOTE: 
1. CONSTRUCTION FENCE TO BE "VISUAL BARRIER FENCE” AS MANUFACTURED 


BY EXXON CHEMICAL COMPANY ATLANTA, GA; "KONTROL SAFETY FENCE” AS 
MANUFACTURED BY MIRAFI, CHARLOTTE, N.C. OR APPROVED EQUAL. 


2. IF GROUPS OF TREES ARE TO BE PROTECTED, EXTEND FENCE AROUND 
PERIMETER TO CONFORM TO MINIMUM DIMENSIONS FOR TREE 
TRUNKS AND DRIPLINE. 


© OC. (YP) METAL POSTS 


_i-___ TEMPORARY 
i CONSTRUCTION 
/ FENCE 
i 
i 


TEMP. CONST. FENCE / TREE PROTECTION 


NOT TO SCALE 


THOROUGH WATERING. SEE NOTES 3&4. 


NOTES 


1. TREES SHALL BEAR SAME RELATIONSHIP TO FINISH GRADE AS IT BORE 
TO NURSERY OR FIELD GRADE. ROOT FLARE SHALL BE 2” ABOVE 
FINISH GRADE. REMOVE SOIL FROM TRUNK FLARE OF TREE TO 
DETERMINE ACTUAL TOP OF ROOTBALL AREA. 


INSTALL THREE GUYS PER TREE; EQUALLY SPACED AROUND BALL. 
ATTACH GUYS AT 2/3 HEIGHT OF TREE. 


BACKFILL WITH PLANTING MIX. PLANT MIX TO BE: 50% NATIVE TOPSOIL, 
20% COMPOST (LEAVES & ORGANIC MATERIAL, NO ASH) 20% PEAT 
MOSS, 10% SAND. 


ADD MYCORRHIZA SOIL ADDITIVES AND SLOW RELEASE FERTILIZER WHEN 
PLANT HOLES ARE 50% FILLED AND WATER THOROUGHLY AT 
COMPLETION. 


EVERGREEN TREE DETAIL 
NOT TO SCALE 


NOTES: 


1. ALL TREES SHALL HAVE THE SAME RELATIONSHIP TO FINISH GRADE 
AFTER PLANTING AS THEY HAD AT THE ORIGINAL NURSERY SETTING. 
ROOT FLARE SHALL BE 2” ABOVE FINISH GRADE. REMOVE SOIL FROM 
TRUNK FLARE OF TREE TO DETERMINE ACTUAL ROOTBALL AREA. 


BACKFILL WITH PLANTING MIX. PLANT MIX TO BE: 50% NATIVE TOPSOIL, 
20% COMPOST (LEAVES & ORGANIC MATERIAL, NO ASH) 20% PEAT 
MOSS, 10% SAND. 


ADD MYCORRHIZA SOIL ADDITIVES AND SLOW RELEASE FERTILIZER WHEN 
PLANT HOLES ARE 50% FILLED AND WATER THOROUGHLY AT 
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DECIDUOUS TREE PLANTING DETAIL 
NOT TO SCALE 


NOTES: 

1. ALL SHRUBS SHALL HAVE THE SAME RELATIONSHIP TO FINISH GRADE 
AFTER PLANTING AS THEY HAD AT THE ORIGINAL NURSERY SETTING. 
SET SHRUB 1”—2” ABOVE FINISH GRADE. 
BACKFILL WITH PLANTING MIX. PLANT MIX TO BE: 50% NATIVE 
TOPSOIL, 20% COMPOST (LEAVES & ORGANIC MATERIAL, NO ASH) 20% 
PEAT MOSS, 10% SAND. 
ADD MYCORRHIZA SOIL ADDITIVES AND SLOW RELEASE FERTILIZER 
WHEN PLANT HOLES ARE 50% FILLED AND WATER THOROUGHLY AT 
COMPLETION. 

4. SHRUB BEDS TO HAVE 24” MIN. OF CONTINUOUS PLANTING SOIL. 
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SUMMER 
8:00AM - 4:00PM UTC-5 
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SPRING/FALL 
8:00AM - 4:00PM UTC-5 


NOTE: 

THE BUILDING AND LANDSCAPE SHADOWS ILLUSTRATED IN THE RENDERINGS BELOW ARE DIGITALLY GENERATED 
AND THEORETICAL REPRESENTATIONS OF THOSE SHADOWS CAST AT A SPECIFIC MOMENT IN TIME ON A SPECIFIC 
DAY. WHILE ACCURATE TO THE INPUT CALENDAR AND SUN LOCATION DATA, THE ACTUAL PERCEPTION OF 
SHADOWS INCLUDING THEIR SIZE, SHAPE AND INTENSITY OR DARKNESS, MAY BE SUBJECTIVE AND VARIABLE TO 
THE SPECIFIC OBSERVER. AS SUCH, THIS INFORMATION SHOULD BE UTILIZED AS GENERAL COMMENTARY, AND 
CAUSE FOR FURTHER DISCUSSION OR STUDY AS NEEDED. 
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ARCHITECTS 


Market Square Architects investigated the impact of the greater maximum height limit as 
proposed through two methods. 


Solar studies were conducted on the Solstices and the Equinoxes, from 8:00AM to 4:00 PM 
UTC-5; topography and existing structures were included in the model, and conclusions were 
drawn by extrapolating this data. These studies demonstrate that the proposed structure will 
only cast shadows on existing structures in a R2 zone during the evenings of winter months, 
when long shadows are already cast by existing structures and foliage. Furthermore, the 
specific properties of these existing structures (Cleveland St.) are farther than the boundary 
which triggers the height buffer (see FIG-01, Allen & Major Associates), such that no existing 
structure in an R2 zone close enough to trigger the height buffer is anticipated to be impacted 
by a shadow. 


Massing studies were conducted to understand the context of the neighborhood. While the 
existing use of this specific site is shorter than proposed, the existing use of the surrounding 
context and neighborhood precedents a building of this proposed massing. An existing 5 story 
structure (215 Massachusetts Ave) stands on a lot roughly two hundred feet diagonally from 
the proposed construction. Observing the surrounding context, the proposed building 
exaggerates the required upper story stepback, minimizing the impact of the taller structure and 
creating a pedestrian friendly streetscape along Mass Ave which harmonizes with the massing 
of the adjacent existing structures (Capitol Theater, 204 Massachusetts Ave, and Leader Bank 
Corporate Offices, 180 Massachusetts Ave). The building does not immediately abut a R2 
zoned property, therefor we believe an adequate buffer remains between the proposed 
construction and existing R2 lots. 


Conclusively, we believe that utilizing the taller maximum height allowed would have minimal 
impact on the nearby R2 lots. 


Market Square Architects PLLC 
104 Congress Street, Suite 203, Portsmouth, NH 03801 
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.19. Reduced Height Buffer Area 


When two different maximum height limits are specified for the same zoning district 
in any Table of Dimensional and Density Regulations in this Section 5, the lower 
limit shall apply to any lot or part of a lot located in a height buffer area unless it is 
determined as a specific finding of a special permit that the properties im the adjacent 
RO, R1, R2, or OS district would not be adversely affected due to existing use or 
6 STORY topographic condition. A height buffer area is defined as a lot or part of a lot which is 
BUILDING located at a lesser distance from any land, not within a public way, in an RO, RI, R2 


or OS district than the following: 


R2_ZONE_LINE 
[B3_ZONE_LINE] 


5-10 / DISTRICTS & USES 








Land in RO, R1, R2, OS is located 
Between northwest and northeast 


Lower height shall apply 
Within 200 feet 





Easterly, between northeast and southeast, or westerly 
between northwest and southwest 


Within 150 feet 

















Within 100 feet 





Southerly, between southeast and southwest 


150 PT 
BUFFER 
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Proposed Mixed-Use Development 
190-200 Massachusetts Avenue, Arlington, Massachusetts 








MDM Transportation Consultants, Inc. (MDM) has conducted this traffic impact statement (TIS) 
for a proposed mixed-use development to be located at 190-200 Massachusetts Avenue in 
Arlington, Massachusetts. The location of the site relative to the adjacent roadway network is 
shown in Figure 1. This TIS provides a summary of the baseline traffic characteristics of the Site 
and adjacent roadways/ intersections, evaluates existing and projected site trip generation, 


quantifies incremental traffic impacts of the Site development on area roadways, and evaluates 
safety-related conditions at key study locations that provide access to the Site. 


Key findings of the assessment are as follows: 














Safety Characteristics. A review of the crash data indicated that no immediate safety 


countermeasures are warranted based on the crash history at the study intersections. 
Likewise, available sight lines at the site driveway intersection with Chandler Street will 
exceed the sight line requirements published by AASHTO. 














Public Transportation. The project is in close proximity to an extensive sidewalk system, 


three nearby multi-use paths (Minuteman Bikeway, Alewife Greenway Bike Path, and 
Alewife Linear Path), adjacent MBTA bus routes, and the nearby redline subway 
connections. A review of Census data for Arlington indicates alternative transportation 
(transit, walk, and bike) use of 50% for residents of the immediate study area (Census 
tract 3561). 
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Reduced Trip Generation. Based on ITE methodology the proposed mixed-use 
development is estimated to reduce peak hour trips by up to 25 vehicle trips and 
approximately 228 fewer vehicle trips on a weekday relative to existing/historic site uses. 














Qualitative Impact Assessment. the incremental traffic associated with the proposed 
development will result in a reduction in vehicular activity compared to the 





existing/historic uses; consequently, no material impact in operating conditions at the 
study intersections and area roadways is projected as a result of the redevelopment. 


In summary, access improvements, pedestrian/bicycle improvements, and TDM program are 
outlined under Recommendations and Conclusions. These improvements will establish a 
framework of minimizing Site traffic impacts and encourage non-motorized travel modes and 
pedestrian accommodation that is compatible with other projects in the area. 


PROJECT DESCRIPTION 


The Site consists of approximately 0.264 acres of land located along the western side of 
Massachusetts Avenue between Lake Street and Chandler Street. The existing Site includes 
10,500+ sf of commercial/retail buildings with a curb cut along Chandler Street providing 2 off- 
street parking spaces. The development program envisions retaining approximately 1,735 sf of 
commercial space and constructing 37 residential apartments. Accordingly, net new trip 
activity for the site will be limited to the proposed 37 residential units after further offset by the 
reduction in commercial tenants in the current buildings. Access to the Site will be via a full 
access/egress driveway along Chandler Street with off-street parking for 15 vehicles. The 
preliminary site layout prepared by Allen & Major Associates; Inc. is presented in Figure 2. 


STUDY AREA 


The following intersections will comprise the proposed study area: 
o Massachusetts Avenue at Lake Street/Winter Street (Signal) 


o Massachusetts Avenue at Chandler Street 
o Chandler Street at Site Driveway 


BASELINE TRAFFIC & SAFETY CHARATERISTICS 


An overview of roadway classification and geometric characteristics is provided below for the 
adjacent study roadway. 
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Roadways 
Massachusetts Avenue (Route 3) 


Adjacent to the Site, Massachusetts Avenue is a southeast-northwest roadway under local 
(town) jurisdiction and is classified by the Massachusetts Department of Transportation 
(MassDOT) as an Urban Principal Arterial roadway. The roadway provides a connection to 
Arlington Center in the west and connects to Alewife Brook Parkway and Cambridge to the 
east. Massachusetts Avenue provides three travel lanes in the site area, one westbound and two 
eastbound, separated by a double yellow centerline. Additional turn lanes are provided at its 
major intersections. Sidewalks and on-street parking are provided along both the northern and 
southern side of the roadway, and bike lanes are provided in both directions. Land use along 
Massachusetts Avenue in the immediate study area includes a mix of commercial and 
residential uses. 


Lake Street 


Lake Street is a two-lane, east-west roadway under local (town) jurisdiction and is classified by 
the Massachusetts Department of Transportation (MassDOT) as an Urban Minor Arterial 
roadway. The roadway provides a connection to Route 2 in the west and connects to 
Massachusetts Avenue to the east. Lake Street provides two travel lanes, one in each direction, 
separated by a double yellow centerline. Sidewalks are provided along both the northern and 
southern side of the roadway, and no on-street parking is allowed. Land use along Lake Street 
in the immediate study area includes a mix of uses including the commercial and residential 
uses, Hardy Elementary School, and access to the Minuteman Commuter Bikeway. 


Chandler Street 


Adjacent to the Site, Chandler Street is a one-lane, northbound roadway under local (town) 
jurisdiction and is classified by the Massachusetts Department of Transportation (MassDOT) as 
a local roadway. Chandler Street is approximately 24 feet wide and allows on-street parking 
along the eastern side of the roadway. Sidewalks are provided along both the eastern and 
western side of the roadway. Land use along Chandler Street in the immediate study area 
includes a mix of commercial and residential uses. 


Intersection Crash History 


In order to identify crash trends and safety characteristics for study area intersections, crash 
data were obtained from MassDOT for the Town of Arlington for the five-year period covering 
2015 — 2019 (the most recent full year or data available from MassDOT). A summary of the 
crash data with crash rates for the study intersections with reported crashes is provided in 
Table 1 with detailed data provided in the Attachments. A review of Highway Safety 
Improvement Project (HSIP) locations was also conducted. 
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TABLE 1 
INTERSECTION CRASH SUMMARY 


STUDY LOCATION 





2015 THROUGH 2019! 
Massachusetts Ave 
at Lake Street/ 
Data Category Winter Street 
Traffic Control Signalized 
Year: 
2015 9 
2016 2 
2017 5 
2018 2 
2019 3 
Total 21 
Type: 
Angle 3 
Rear-End 6 
Head-On 0 
Sideswipe 10 
Single Vehicle 1 
Other/Unknown 1 
Severity: 
P. Damage Only 20 
Personal Injury 1 
Fatality 0 
Not Reported 0 
Conditions: 
Dry 19 
Wet 2 
Snow 0 
Not Reported/Other 0 
Time: 
7:00 to 9:00 AM 
4:00 to 6:00 PM 3 
Rest of Day 16 
1Source: MassDOT Crash Database 
?Crashes per million entering vehicles 
Page 4 
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Chandler Street 
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As summarized in Table 1: 











Massachusetts Avenue at Lake Street: A total of twenty-one (21) crashes were reported near 





the signalized intersection of Lake Street with Massachusetts Avenue resulting in 
approximately 4 crashes per year. The reported crashes included three (3) angle type 
collisions, six (6) rear-end type collisions, and ten (10) sideswipe-type collisions. 
Seventy-six percent (76%) of the crashes resulted in property-damage only, generally 
indicative of low-speed crashes. No fatalities or pedestrian-related incidents were 
reported during the study period. There was one collision that involved a bicycle and 
an eastbound vehicle in 2018 during the weekday evening peak hour that resulted in 
property damage only with the driver listed as disregarding the signal and roadway 
markings. 











Massachusetts Avenue at Chandler Street: A total of four (4) crashes were reported near the 
unsignalized intersection of Chandler Street with Massachusetts Avenue resulting in 





approximately 1 crash per year. The reported crashes included three (3) angle type 
collisions and one (1) rear-end type collisions. No fatalities or pedestrian-related 
incidents were reported during the study period. 











Chandler Street at Site Driveway: One (1) crash was reported at the unsignalized 
intersection of 180 Massachusetts Avenue (Bank) rear parking lot with Chandler Street. 





The reported crash was an angle-type collision that resulted in property damage only. 
No fatalities or pedestrian-related incidents were reported during the study period. 


MDM notes that the safety review indicates that Massachusetts Avenue is listed as a HSIP 
bicycle cluster between Tufts Street in Arlington and Magoun Street in Cambridge. However, 
after an extensive review of crash records at the study intersections and with the limited 
number of pedestrian/bicycle related crashes as described above, no additional safety 
countermeasures are warranted. 
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Sight Line Evaluation 


An evaluation of sight lines was conducted at the proposed site driveway location to ensure 
that minimum recommended sight lines are available to safely exit onto Chandler Street. The 
evaluation documents existing sight lines for vehicles as they relate to Chandler Street with 
comparison to recommended guidelines for the regulatory speed limit. 


The American Association of State Highway and Transportation Officials’ (AASHTO) 
standards! reference two types of sight distance which are relevant at the site driveway 
intersection on Chandler Street: stopping sight distance (SSD) and intersection sight distance 
(ISD). Sight lines for critical vehicle movements at the proposed site driveway intersection with 
Chandler Street were compared to minimum SSD and ISD for the regulatory speed limit in the 
Site vicinity. 


Stopping Sight Distance 


Sight distance is the length of roadway visible to the motorist to a fixed object. The minimum 
sight distance available on a roadway should be sufficiently long enough to enable a below- 
average operator, traveling at or near a regulatory speed limit, to stop safely before reaching a 
stationary object in its path, in this case, a vehicle exiting the site driveway onto Chandler Street. 
The SSD criteria are defined by AASHTO based on design and operating speeds, anticipated 
driver behavior and vehicle performance, as well as physical roadway conditions. SSD includes 
the length of roadway traveled during the perception and reaction time of a driver to an object, 
and the distance traveled during brake application on wet level pavement. Adjustment factors 
are applied to account for roadway grades where applicable. 


SSD was estimated in the field using AASHTO standards for driver’s eye (3.5 feet) and object 
height equivalent to the taillight height of a passenger car (2.0 feet) for the eastbound Chandler 
Street approaches to the proposed site driveway. Table 2 presents a summary of the available 
SSD for the Chandler Street approach to the site driveway and AASHTO’s recommended SSD 
for the regulatory travel speed. 


1A policy on Geometric Design of Highways and Streets, American Association of State Highway and Transportation Officials 
(AASHTO), 2018. 
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TABLE 2 
STOPPING SIGHT DISTANCE SUMMARY 
CHANDLER STREET APPROACH TO SITE DRIVEWAY 


AASHTO Recommended! 
Approach/ Regulatory 
Travel Direction Available SSD Speed Limit? Criteria Satisfied 
Northbound >400 Feet 155 Feet Yes 


1Recommended sight distance based on AASHTO, A Policy on Geometric Design of Highways and Streets. Based on driver height 
of eye of 3.5 feet to object height of 2.0 feet and adjustments for roadway grade. 
?Prima-Facie Speed Limit is 25 mph. 


As summarized in Table 2 analysis results indicate that the available sight lines will exceed 
AASHTO’s recommended SSD criteria for the proposed site driveway based on the regulatory 
speeds along Chandler Street. 


Intersection Sight Distance 


Clear sight lines provide sufficient sight distance for a stopped driver on a minor-road approach 
to depart from the intersection and enter or cross the major road. As stated under AASHTO’s 
Intersection Sight Distance (ISD) considerations, “...If the available sight distance for an entering 
... vehicle is at least equal to the appropriate stopping sight distance for the major road, then drivers have 
sufficient sight distance to avoid collisions...To enhance traffic operations, intersection sight distances 
that exceed stopping sight distances are desirable along the major road.” AASHTO’s ISD criteria are 
defined into several “cases”. For the proposed unsignalized site driveway location, which is 
proposed to be under “STOP” control with left egress movements, the ISD in question relates to 
the ability to turn left from the proposed driveway at its intersection with Chandler Street. 


Available ISD was estimated in the field using AASHTO standards for driver’s eye (3.5 feet), 
object height (3.5 feet) and decision point (between 8 from the edge of the travel way) for the 
eastbound direction along Chandler Street. Table 3 presents a summary of the available ISD for 
the departure from the proposed site driveway and AASHTO’s minimum and ideal ISD 
recommendations. 
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TABLE 3 
INTERSECTION SIGHT DISTANCE SUMMARY 
SITE DRIVEWAY DEPARTURE TO CHANDLER STREET 


AASHTO Minimum! AASHTO Ideal? 
Regulatory Regulatory 
View Direction Available ISD Speed Limit? Speed Limit? 
Looking South >400 Feet 155 Feet 280 Feet 


1Recommended sight distance based on AASHTO, A Policy on Geometric Design of Highways and Streets. Based on driver height 
of eye of 3.5 feet and an object height of 3.5 feet. Minimum value as noted represents SSD per AASHTO guidance. Adjustments 
for driveway grade have been made as needed. 

? Prima-Facie Speed Limit is 25 mph. 


The results of the ISD analysis presented in Table 3 indicate that the available sight lines 
looking west from the site driveway onto Chandler Street will exceed the recommended sight 
line criteria from AASHTO. MDM recommends that any new plantings (shrubs, bushes) or 
physical landscape features to be located within driveway sight lines should also be maintained 
at a height of 2 feet or less above the adjacent existing roadway grade to ensure unobstructed 
lines of sight. 


As a further safety feature, it is recommended that the Proponent install an audible and visual 
warning device at the garage exit to alert pedestrians of pending motorists exiting the 
driveway. 


Alternative Transportation Facilities 


The existing pedestrian and transit facilities within the study area are shown graphically in 
Figure 3. The project is in close proximity to an extensive sidewalk system, nearby multi-use 
paths, adjacent MBTA bus routes, and nearby redline subway stations. The Massachusetts Bay 
Transit Authority (MBTA) operates the following bus routes in the study area and could be 
used as an alternative mode of travel to/from the site. A review of census data for Arlington 
indicates alternative transportation (transit, walk, and bike) use of 50% for residents of the 
immediate study area (Census tract 3561). Specific route and schedule information and Census 
data is provided in the Attachments. 














MBTA Subway Service: The redline subway runs from Alewife Station to South Station 
with another stop at Harvard Square. Both Alewife and Harvard stops are accessible 
from the Site via nearby MBTA Bus Routes. Service generally runs 5:00 am to 1:00 am on 
both weekdays and weekends with headways of approximately 9 minutes on peak times 
and 15-25 minutes during off-peak times. 
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Route 77: This route provides service between Arlington Heights and Harvard Square 





via Massachusetts Avenue (Route 3). Service is provided along Massachusetts Avenue 
with a bus stop located less than % mile from Site near the intersection of Massachusetts 
Avenue and Lake Street. Several connections to other bus routes in the service area are 
available as is a direct connection to the Redline T service. Service is generally provided 
seven (7) days a week and operates between 5:00 am and 1:30 am on weekdays, between 
5:00 am and 1:30 am on Saturdays and between 6:00 am and 1:30 am on Sundays. 





O Route 79: This route provides service between Arlington Heights and Alewife Station 
via Massachusetts Avenue (Route 3) and Alewife Brook Parkway. Service is provided 
along Massachusetts Avenue with a bus stop located less than % mile from Site near the 
intersection of Massachusetts Avenue and Lake Street. Several connections to other bus 
routes in the service area are available as is a direct connection to the Redline T service. 
Service is generally provided five (5) days a week and operates between 7:00 am and 
7:30 pm on weekdays with no service on weekends. 











Route 350: This route provides service between North Burlington and Alewife Station 
via Cambridge Street (Route 3A), Massachusetts Avenue (Route 3), and Alewife Brook 
Parkway. Service is provided along Massachusetts Avenue with a bus stop located less 





than “% mile from Site near the intersection of Massachusetts Avenue and Lake Street. 
Several connections to other bus routes in the service area are available as is a direct 
connection to the Redline T service. Service is generally provided seven (7) days a week 
and operates between 6:00 am and 11:00 pm on weekdays, between 6:30 am and 10:00 
pm on Saturdays and between 7:00 am and 7:30 pm on Sundays. 


O Minuteman Bikeway: This bikeway is a 10-mile trail connecting Bedford, Lexington, 





Arlington, and Cambridge. Access to the Bikeway from the Site can be made at its 
crossing of Lake Street located approximately %4 mile away. The Bikeway provides a 
direct connection to the Alewife MBTA Station as well as other bike/pedestrian trails in 
the area including the nearby Alewife Greenway Bike Path and Alewife Linear Path. 











Alewife Greenway Bike Path: This bikeway is approximately a 2-mile trail connecting 





Cambridge an eastern Arlington. Access to the Bikeway from the Site can be made via a 
connection to the Minuteman Bikeway near Magnolia Park. The Bike Path follows along 
Alewife Brook Parkway and provides a direct connection from the Alewife MBTA 
Station to Mystic Valley Parkway in Arlington as well as local commercial and 
recreational spaces such as Dilboy Fields, Pool and Tennis Courts. 











Alewife Linear Path: This bikeway is a 2-mile trail connecting Cambridge and Somerville. 





Access to the Bikeway from the Site can be made via a connection to the Minuteman 
Bikeway near Alewife Station. The Bikeway provides a direct connection from the 
Alewife MBTA Station to Davis Square in Somerville. 
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TRIP GENERATION 


The trip generation estimates for the proposed redevelopment of the Site are provided for the 
weekday morning and weekday evening periods, which correspond to the critical analysis 
periods for the proposed use and adjacent street traffic flow. The methodology utilized to 
estimate the future trip-generation characteristics of the proposed development are summarized 
below. In accordance with EEA/MassDOT guidelines, the traffic generated by the proposed 
mixed-use development was estimated using trip rates published in ITE’s Trip Generation for the 
Land Use Code (LUC) based on trip rates for Multifamily Housing (Mid-Rise) (LUC 221) and 
Shopping Center (LUC 820) for the commercial space. Census data for the immediate area 
indicates a transit use mode share of approximately 50% for residential uses. Therefore, trips 
associated with the residential use have been adjusted to reflect the census tract data. Projected 
site trip generation for the proposed development is summarized in Table 2. Trip generation 
calculations are provided in the Attachments. 


TABLE 2 
TRIP-GENERATION SUMMARY 








Total 
Period Residential! Retail Use Trips 
Weekday Morning Peak-Hour: | 
Enter 2 1 | 3 
Exit 5 1 | 6 
Total 7 2 9 
Weekday Evening Peak-Hour: | 
Enter 5 3 | 8 
Exit 3 4 | Z 
Total 8 7 15 
Daily 102 66 | 168 





1Based on ITE LUC 221 (Multifamily Housing (Mid-Rise)) applied to 37 Units adjusted to reflect 50% non-auto mode share per US 
Census tract data. 
?Based on ITE LUC 820 (Shopping Center) applied to 1,735 sf. 


As summarized in Table 2, the proposed mixed-use development is estimated to generate 
approximately 9 vehicle trips during the weekday morning peak hour (3 entering and 6 exiting) 
and 15 vehicle trips during the weekday evening peak hour (8 entering and 7 exiting). Ona 
daily basis, the development is estimated to generate approximately 168 vehicle trips on a 
weekday. 


Table 3 summarizes the trip generation comparison for the project with respect to total new 
trips when adjusted for credit of existing/historic Site uses. 
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TABLE 3 
TRIP-GENERATION COMPARISON 








Net New 
Period Existing Uses! Proposed Use? Trips 
Weekday Morning Peak-Hour: | 
Enter 6 | 3 3 
Exit 4 | 6 +2 
Total 10 | 9 -1 
Weekday Evening Peak-Hour: | 
Enter 19 | 8 -11 
Exit val | 7 -14 
Total 40 15 -25 
Daily 396 | 168 -228 








1Based on ITE LUC 820 (Shopping Center) applied to 10,500 sf. 
2Based on ITE LUC 221 (Multifamily Housing (Mid-Rise)) applied to 37 Units adjusted to reflect 50% non-auto mode share per US 
Census tract data and ITE LUC 820 (Shopping Center) applied to 1,735 sf. 


As summarized in Table 3, the proposed mixed-use development is estimated to generate a net 
reduction in vehicle trips relative to existing/historic uses at the site. Specifically, the project will 
generate approximately 1 fewer vehicle trip (3 fewer entering and 2 more exiting) during the 
weekday morning peak hour and 25 fewer vehicle trips (11 fewer entering and 14 fewer exiting) 
during the weekday evening peak hour. On a daily basis, the development is estimated to 
generate approximately 228 fewer vehicle trips on a weekday. Trip generation calculations are 
provided in the Attachments. 


QUALITATIVE IMACT ASSESSMENT 


This section provides a quantitative statement of impact and describes the changes in trip 
generation associated with the development relative to Baseline conditions. Based on ITE trip 
generation methodology, the project will result in a no material change in traffic during the 
weekday morning peak hour and a modest decrease of approximately 25 vehicular trips (60% 
decrease) during the weekday evening peak hour. Relative traffic increases for the proposed 
project represents an inconsequential change in area roadway volumes - a level of change that 
falls well within normal day-to-day fluctuations in traffic traveling along Massachusetts 
Avenue and entering and exiting the study intersections. Consequently, no material impact in 
operating conditions at the study intersections and area roadways is projected as a result of the 
project. 
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RECOMMENDATIONS AND CONCLUSIONS 


In summary, the proposed mixed-use development is estimated to result in a net reduction in 
trips compared to the existing commercial use of the property. However, several mitigation 
actions are identified to support the project to ensure that site access meets applicable safety 
criteria, to enhance neighborhood walking/bicycling and to reduce dependency on single- 
occupant auto use. These include (a) access-related improvements, (b) pedestrian and bicycle 
accommodations, and (c) Transportation Demand Management (TDM) elements as 
summarized below. 


Access/Egress Improvements 














Signs and Pavement Markings. A STOP sign (R1-1) and STOP line pavement marking 
should be installed on the driveway approach to Chandler Street. “Left Turn Only” 
arrow and pavement marking should also be installed on the driveway approach to 
enhance the one-way restriction along Chandler Street. The sign and pavement 
markings shall conform to Manual on Uniform Traffic Control Devices (MUTCD) 
standards. 





O Audible Warning Device. As a further safety feature, the Proponent should install an 
audible and visual warning device at the garage exit to alert pedestrians of pending 
motorists exiting the driveway. 


O Maintain Clear Driveway Sight Lines. New plantings (shrubs, bushes) and structures 
(walls, fences, etc.) should be designed and maintained at a height of 2 feet or less above 
the finished driveway elevation within the sight triangle areas to provide unobstructed 
visibility to oncoming vehicles. 





Pedestrian and Bicycle Accommodations 














Pedestrian Accommodation. The design incorporates sidewalks that connect the proposed 
building entrances with the parking areas and to the existing sidewalk along 
Massachusetts Avenue, Chandler Street, and Lake Street. The sidewalk along the 
property frontage will also be reconstructed to enhance the pedestrian environment 
along the property. 











Bicycle Amenities. The Proponent will incorporate secure and weather-protected indoor 
bicycle racks within the site (60 total spaces) to encourage and facilitate this mode of 
transportation to/from the Site by residents and building tenants. Additional short-term 
bike racks (8 exterior spaces) will also be provided near the building. 
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Transportation Demand Management (TDM) 


A preliminary list of potential TDM program elements may include the following, subject to 
refinement of the development program and further evaluation by the Proponent: 














Unbundled Parking. The Proponent will consider unbundling residential parking to 
provide an option for residents to rent fewer or no parking spaces with their unit. 











Bicycle Facilities and Promotion. The Proponent will provide bicycle parking in excess of 
the zoning ordinance requirements to including weather protected racks for residents 
and supplemental racks for visitors and employees proximate to the building entrance. 
Specifically, this includes weather-protected bicycle storage within the site (60 spaces 
total within the property) plus 8 supplemental short-term exterior bike spaces. 

















Improve Walking Conditions. The sidewalk along the property frontage will be 
reconstructed to enhance pedestrian accommodation to and along the property. The 
Proponent proposed to replace the bench within the sidewalk area fronting the property 
to accommodate pedestrians that are waiting for public transportation along 
Massachusetts Avenue. The Proponent will reconstruct the sidewalk and ramp system 
adjacent to the Site and provide enhanced planter boxes. 





oO Electric Vehicle Parking Space. Proponent will provide one (1) charging station for electric 
vehicles in the parking garage. 





QO Car-Sharing Service Parking Space. Proponent will consider the inclusion of one (1) 
parking space dedicated to a car-sharing service, such as ZipCar or other equivalent 
service. 


CONCLUSIONS 


In summary, MDM finds that the incremental traffic associated with the proposed 
development will result in a net reduction in vehicular activity compared to the existing/historic 
uses. Consequently, no material impact in operating conditions at the study intersections and 
area roadways is projected as a result of the redevelopment. Implementation of access 
improvements, proposed pedestrian improvements, and a TDM program will establish a 
framework of minimizing Site traffic impacts and will encourage non-motorized travel modes 
and pedestrian accommodation that is compatible with other projects in the area. 
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oO Crash Data 
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Mass Ave at Lake Street 


Crash Num City Town Name 


3993282 ARL 
4034761 ARL 
4036637 ARL 
4039082 ARL 
4045800 ARL 
4050184 ARL 
4071582 ARL 
4115437 ARL 
4122759 ARL 
4137503 ARL 
4247681 ARL 
4372115 ARL 
4388089 ARL 
4447110 ARL 
4492857 ARL 
4517088 ARL 
4596395 ARL 
4618623 ARL 
4774799 ARL 
4776600 ARL 
4783683 ARL 





NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 
NGTON 


Crash Date Crash Severity Crash Time Number of Vehicles 


01/11/2015 Property damage o 2:29 PM 
04/15/2015 Property damage o 3:44 PM 
04/29/2015 Not Reported 8:29 AM 
05/01/2015 Property damage 0 5:54 AM 
05/24/2015 Property damage o 10:02 PM 


06/05/2015 Not Reported 2:28 PM 
08/07/2015 Non-fatal injury 4:56 PM 
11/19/2015 Not Reported 3:35 PM 
12/10/2015 Not Reported 6:27 AM 


01/17/2016 Property damage o 2:51 PM 
09/13/2016 Property damage o 12:09 PM 
06/03/2017 Property damage o 1:12 PM 
07/08/2017 Property damage o 12:11 PM 
10/26/2017 Property damage o 9:42 AM 
11/27/2017 Property damage 0 12:07 PM 
03/20/2018 Property damage o 5:01 PM 
06/03/2017 Property damage o 1:12 PM 
11/06/2018 Property damage o 7:03 PM 
11/14/2019 Property damage o 8:07 AM 
11/15/2019 Property damage o 5:33 PM 
11/25/2019 Property damage o 1:13 PM 


Mass Ave at Chandler Street 


Crash Num City Town Name 


4070001 ARLINGTON 
4088269 ARLINGTON 
4355229 ARLINGTON 
4593671 ARLINGTON 


Crash Date Crash Severity Crash Time Number of Vehicles 
07/31/2015 Not Reported 12:28 PM 
09/17/2015 Not Reported 10:55 PM 


04/21/2017 Property damage o 4:43 PM 
09/12/2018 Property damage o 1:02 PM 


Chandler Street at Site Driveway 


Crash Num City Town Name 


4157362 ARLINGTON 


Crash Date Crash Severity Crash Time Number of Vehicles 


02/26/2016 Property damage o 3:15 PM 


First Harmful Event 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
1 Collision with utility pole 
1 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
2 Collision with parked motor vehicle 
2 Collision with motor vehicle in traffic 


Manner of Collision 

Angle 

Sideswipe, same direction 
Sideswipe, same direction 
Rear-end 

Rear-end 

Rear-end 


Sideswipe, opposite direction 


Angle 

Sideswipe, same direction 
Rear-end 

Single vehicle crash 
Sideswipe, same direction 
Sideswipe, same direction 
Sideswipe, same direction 
Sideswipe, same direction 


1 Collision with pedalcycle (bicycle, tricycle, unicycle, pedal car) Unknown 


2 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
3 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 




















2 Collision with motor vehicle in traffic 


First Harmful Event 
2 Collision with parked motor vehicle 
1 Collision with motor vehicle in traffic 
2 Collision with motor vehicle in traffic 
3 Collision with motor vehicle in traffic 


First Harmful Event 
2 Collision with motor vehicle in traffic 


Sideswipe, same direction 
Rear-to-rear 

Rear-end 

Angle 

Sideswipe, same direction 


Manner of Collision 
Rear-end 

Angle 

Angle 

Angle 


Manner of Collision 
Angle 
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Non-Motorist Type (/ Road Surface C X 


Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Dry 
Wet 
Dry 
P3: Cyclist Dry 
Dry 
Wet 
Dry 
Dry 
Dry 





229447.7 
229448.7 
229439.6 
229448.7 
229448.7 
229448.7 
229448.7 
229448.7 
229448.7 
229448.7 
229448.7 
229456.9 
229439.6 
229439.6 
229448.7 
229448.7 
229448.3 
229441.5 
229441.5 
229448.7 
229448.7 


Non-Motorist Type (/ Road Surface C X 


Dry 


Not reported 


Wet 
Wet 


229479.5 
229479.5 
229479.5 
229479.5 


Non-Motorist Type (/ Road Surface C X 


Dry 


229449.8 


Y 


906201.7 
906200.6 
906210.5 
906200.6 
906200.6 
906200.6 
906200.6 
906200.6 
906200.6 
906200.6 
906200.6 
906192.4 
906210.5 
906210.5 
906200.6 
906200.6 
906201.1 
906208.5 
906208.5 
906200.6 
906200.6 


Y 


906169.7 
906169.7 
906169.7 
906169.7 


Y. 


906143.2 


Oo Sight Line Calculations 
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Stopping Sight Distance - Regulatory Speed 


Chandler Street approaches to Site Driveway 


BRAKE 
REACTION CALCULATED STOPPING 
DISTANCE BRAKING DISTANCE SIGHT DISTANCE 
(FT) (FT) (FT) 


Direction 1 








INPUTS Direction 1 
Travel Direction NB 
Speed 25 
Grade 0 
t 2.5 
a 11.2 


Stopping Sight Distance (SSD) - Source: AASHTO 
SSD = Reaction Distance + Brake Distance 
Reaction Distance = 1.47 xt x V 


Brake Distance = V2 / (30 x ((a/32.2)+G)) 


Where: 

t = reaction time (sec) 

V = travel speed (mph) 

G= roadway grade 

a - deceleration rate (ft/sec*2) 
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Intersection Sight Distance Calculations 


Source: A Policy on Geometric Design of Highways and Street, 7th Edition; AASHTO; 2018. 


ISD = 1.47* V*t 


V = speed 
t = time gap 


t= 7.5 s for a passenger car for Left Turn from a Stop 
t=6.5s for a passenger car for Right Turn from a Stop 


Chandler Street 


ISD = 1.47 * 25 * 7.5 = 276 ft SAY 280 ft 
(left-turn from a stop) 
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Oo Public Transportation Information 


209 of 285 


Fares 


TRIP) Local Bus Bus + Bus 


: Trend: 
ChartieCard 

CharlieTicket $2.50 
Cash-on-Board - $2.00 
Student/Youth® $0.85. 
Senior/TAP™ $0.85 
UNUMITEDTRIPPASSES— 
1-Day $1275. $12.75 $12.75. $12.75 
7-Day “$22.50 $22.50. $22.50 $2250 
Monthly $55.00 $55.00 $90.00. $0.00 


Senior/TAP Monthly $30,00/month for unlimited travel on: 
: Local Bus and Rapid Transit 





VALID PASSES: UnkPass ($84.50/ma.}; Student /Youth LinkPasa* ($30/ma,}; 
Senior/TAP LinkPass* (530/mo,}; and express bus, commuter rail, and boat 
Passes. 


FREE FARES: Children 11 and under ride free when accompanied by an adult; 
Olind Access ChattieCard holders ride free: if using a guide, the guide rides free 
* Requires Student CharlreCard of Youth CharlieCard. Student CharlieCards 

are available to students through participating middle schools and high 
schools. Youth CharlieCards are available thraugh community partners in 
the Boston metro area. Visit wwwombta.com/youthpass for details. 

** Requires Sentor/TAP CharliaCard, available to Medicare cardholders, 
seniors 65+, and persans with disabilities. 


*«* For Silver Line SL4 ar SLS pay $2.75. Also see “transfers.” 


THANSFERS 

if paying with a CharlieTicket or CharfieCard, discounted transfers that are 
available are qutomatic — just use the same ticket or card throughout your 
trip. If paying with cash onboard a vehicle, free transfers are only alowed 
between rapid tanset lines and inside paid platform areas at yated stations. 


SCHEDULES. 

Schedufes are available at the fallowing stations: Park Street, Airpert, Malden, 
Harvard, Haymarket (Green Line Level), Back Bay and Downtown Crossing (Grange 
Line Level} or see station personnel. Schedules also available at the Transportation 
Building (10 Park Plaza}, 45 High St, and onfine at mbta.com. 


Far reattime subway and bus tracking, download the Transit app on any 
smattphone. 
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Rapid Transit 


Effective August 30, 2020 








‘Silver Line 


Massachusetts Bay 
Transportation Authority 


information 617-222-3200 ¢ 1-800-392-6100 


massDOT 


Mamacmemett? Kapa iraen of Toate 


(TTY) 617-222-5146 » www.mbta.com 





Weekday 


Peak 


Off 
Peak 


Last 
Trip 


12:20 AM 
12:17 AM 


w 12:27 AM 
w 12:30 AM 


w 1:05 AM 
12:53 AM 


12:28 AM 
12:33 AM 
w 1:00 AM 


Saturday 
First Arriving 
Trip Every 


12-16 
mins 


412-16 
mins 


8-12 Day 
26 Early/Late 





Rapid 
Transit Line First 
Trip 
Red Line 
Alewife 5:24 AM 
Braintree 5:08 AM 
Alewife 5:16 AM 
Ashmont 5:18 AM 
“M" Ashmont 5:17 AM 
Mattapan 5:05 AM 
Blue Line 
Wonderland 5:13 AM 
Orient Heights 5:14 AM 
Bowdoin 5:30 AM 
Orange Line 
Oak Grove ieee 
Forest Hills 
Fy * 
Green Line Sa Rt 
B Boston College 5:45 AM 
Park Street 
C Cleveland Circle 4:57 AM* 
North Station 5:48 AM 
D Riverside 4:56 AM 
Government Ctr. 5:45 AM 
E Lechmere‘ : 4 
Heath Street aa Ay 
Silver Line 
SL1 Lagan Airport 5:38 AM 
South Station 5:40 AM 
SL2 Design Center 6:07 AM 
South Station 5:44 AM 


4:55 AM 
SL3 Chelsea Station 4:20 AM 


South Station 


5:20 AM 

SL4 Nubian Station 7 
South Station 5:28 AM 

SL5 Nubian Station 8:15 AM 


Downtown Xing 5:32 AM 


7-12 
mins 
mins 


6-11 
mins 


6-11 
mins 


11-14 
mins 





w 12:30 AM 
w 12:28 AM 





10-12 
mins 


14-16 
mins 


813 
mins 


6-14 
mins 


13-20 
mins 


12:10 AM 
w 12:52 AM 


12:07 AM 
w 12:46 AM 


12:05 AM 
w 12:48 AM 


12:30 AM 
12:47 AM? 
f 1:03 AM 
w 1:02 AM 


12:37 AM 
12:50 AM 


£1:05 AM 
w 12:35 AM 


12:20 AM 
12:37 AM 


42:51 AM 
w 1:07 AM 


5:48 AM 10-12 
5:45 AM mins 
6:03 AM 14-16 
5:47 AM mins 
5:30 AM 8-13 
4:56 AM mins 
5:23 AM 13-20 
5:40 AM mins 
5:19 AM 6-11 

5:34 AM mins 


Last 
Trip 


12:20 AM 
12:17 AM 


w 12:27 AM 
w 12:30 AM 


w 1:05 AM 
12:53 AM 


12:28 AM 
12:33 AM 
w 1:00 AM 


w 12:30 AM 
w 12:28 AM 


12:09 AM 
w 12:52 AM 


12:10 AM 
w 12:46 AM 


12:02 AM 
w 12:49 AM 


12:30 AM 
12:47 AM? 

1:15 AM 

w 12:59 AM 


12:35 AM 
42:45 AM 


1:22 AM 
w 12:55 AM 


12:20 AM 
12:40 AM 


12:43 AM 
w 1:00 AM 


First 
Trip 


5:50AM 
6:12AM 


6:51AM 
6:35AM 


6:26AM 
5:53AM 


6:02AM 
6:20AM 


6:00AM 
6:16AM 


Sunday 


Arriving 
Every 


12-16 
mins 


12-16 
mins 


8-12 Day 
26 Early/Late 


Last 
Trip 


12:20 AM 
12:17 AM 


w 12:27 AM 
w 12:30 AM 


w 1:05 AM 
12:53 AM 


12:28 AM 
12:33 AM 
w 1:00 AM 





w 12:30 AM 
w 12:28 AM 





10-12 
mins 


14-16 
mins 


8-13 
mins 


13-20 
mins 


6-11 
mins 
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12:10 AM 
w 12:52 AM 


12:10 AM 
w 12:46 AM 


12:05 AM 
w 12:49 AM 


12:30 AM 
12:47 AM? 





f 1:12 AM 
w 1:00 AM 


12:51 AM 
12:36 AM 


f 1:25 AM 
w 12:55 AM 


42:20 AM 
12:40 AM 


12:25 AM 
w 12:47 AM 


Peak Service: 
Weekdays 7 AM-9 AM, 4PM -6:30 PM 


Green Line Notes: 


New and ongoing infrastucture projecls may result 
in diversions on some branches at various times. 


Sez GL service changes at mbta.com/GLwork 
View service alerts at mbta.com/alerts 


“E trains start/end at North Station for Green Line 
Extension work — shutlles provided between North 
Station and Lechmere. 


More: mbta.com/GLEwark 


1 - The first two C train AM northbound Lrips run 
through to Lechmere Station on weekdays. 


2 -The first B and second C train AM northbound 
trips run through to Lechmere Station on weekends. 


3 - On weekdays the 12:27 AM irip (weekends the 
12:32 AM trip) from Heath St is the fast connect- 
ing train to other lines downtown. The 12:37AM 
and 12:47AM trips (weekends the 12:47AM trip} 
from Heath St. runs in service to Lechmere with no 
guaranteed connections. 


4 - Early moming service from Lechmere to 
Riverside departs Lechmere at 5:00 AM. 


{ - Afler exiting Ted Williams Tunnel bus will only 
service World Trade Center and South Station 
stops. 


w - Last lips wait at some stations, primarily in 
the Downtown area, for connecling service. 
Departure times are approximate. 


Sunday; 10/12/20 & 11/11/21 leekday 


yack ce all 2020 & Winter 2021 fae We 
wet 20, 12/25/20, %& 1/1/2%: Sun; 1/1 Fai & 2its/ eh: Sat 


|, ARLINGTON 


Cy Bre 


e 


é 
BELMONT “= 


Cong 
si 


y 


LseniovTap- $0.85 $0.85 $1.10 $1.10 


VALID PASSES: LinkPass {850.00/mo.}: Local Bus (855/mo.}; *Student/Yonith UnkPats 
1$0.00/nra}; **Sentor/TAP LinkPass ($20/moa.}; and evpress bus, commuter rail, aad 
baat pastes, 
FREE FARES: Children 31 and der de free when accompanied by an adult; Bling 
Access CharlieCard holders ride free ancl if usleg a guide, the guide rides free, 
* Requires Student CharlleC ard pr Youth ChartieCard, Siudeet ChasieCands are muaitable 
1 Sludents thtoagh parteipatiog middle tehoals and high schools. tmuth CharileCards 
ate available through community partners in the Barton mets area, Vist 
ywoew. mbia.com/youthpans for deus, 
** Requires Seniot/TAP CharieCard, auailabie ia Medizare cardheiders, seniors 65+. 
and persons with disabiiifes. 


OFF, 20 adavy foABSO Putian fe kd; 
s sunday; ); Weekda' 
woe abe 12) BB) D0, & Wiig Sun; ih 21 & BHia/oe Sat 








Laren 
f © Peter Sate 
- © be Menges Slag te St 
: © ae lnrghinet \ gerne 
: + Re ere FH Himamr hw hg 
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77 


Leave 
Arlington 
Heights 


4:48A 














Weekday 
Inbound 
Artive Lw/Arrive Arrive Leave 
Arlington North Harvard | Harvard 
Center Camo, Square Station 
4:54A S5:01A 5:12A] 5:11A 
§:06 5:19 5:24 §:21 
§:18 5:25 §:36 §:32 
5:29 5:36 8:47 5:43 
5:40 5:47 5:58 5:54 
10 Mins. or Less 6:05 
10:23 10:34 10:51 6:18 
10:33 10:44 11:01 6:31 
10:42 10:53 11:10 6:42 
10:54 14:02 11:19 6:51 
44:00 11:11 11:28 7:00 
44:09 11:20 11:37 7:09 
44:19 11:30 11:47 Fvey 
44:28 «11:39 11:56 Wt 
14:37 11:48 12:06P | 11:28 
14:46 11:57. 12:15 11:37 
14:56 12:07P 12:25 11:46 
12:05P 12:16 12:34 11:55 
12:14 12:25 12:43 12:05P 
12:23. 12:34 = 12:52 Every 
11 Mins. _ or Less 4:14 
4:10 4:22 4:38 4:24 
4:20 4:32 4:49 4:34 
4:30 4:42 5:01 4:44 
4:40 4:53 5:12 4:54 
4:50 5:04 5:23 5:04 
§:00 5:14 5:33 5:14 
5:10 5:24 5:43 5:24 
§:20 5:34 5:53 5:34 
5:30 «5:44-6:03 5:44 
5:40 5:54 6:13 5:54 
5:50 6:04 6:23 6:04 
5:59 6:13 6:32 6:14 
6:09 _ 6:23 6:42 6:23 
6:19 6:33 6:52 6:32 
10 Minutes —_- Until 6:41 
8:56 9:05 9:20 6:50 
9:06 9:15 9:30 6:59 
9:16 9:25 9:40 7:08 
9:27 9:36 9:51 TAT 
9:38 9:47 10:02 7:26 
9:49 9:58 10:13 7:35 
10:00 10:09 10:24 Every 
10:11 10:20 10:34 10:38 
10:22 10:30 10:43 10:50 
10:33 10:40 10:53 11:02 
10:43 10:50 11:03 14:13 
10:55 11:02 11:15 11:24 
11:07 11:14 11:27 11:35 
11:19 14:26 =11:39 11:46 
11:31 14:38 11:51 11:57 
11:43 41:50 12:03A | 12:08A 
11:55 12:02A 12:15 12:19 
12:07A 12:14 12:27 12:30 
12:22 12:29 12:42 12:45 
12:37 12:44 12:57) | w 1:05 


77 Saturday 
Outbound inbound Outbound 
Arve Arrive Arrive Leave Arve Lw/Arrive Arrive Leave Arrive Arrive Arrive 

North Arlington Arlington } Arlington Arlington North Harvard | Harvard North Arlingtan Arlington 

Camb. Center Heights | Heights Center Camb. Square | Station Camb. Center Heights 

S:19A 5:244 S:29A} 4:48A 4:52A 4:59A 5:09A| 5:18A 5:27A 5:32A 5:38A 
5:29 5:34 5:39 5:03 S$:07 5:14 5:24 §:33 5:42 5:47 §:53 
5:40 5:45 5:50 5:18 5:22 5:29 5:39 5:48 5:57 6:02 6:08 
5:51 5:56 6:01 §:33 5:37 5:44 5:54 6:03 6:12 6:17 6:23 
6:02 6:08 6:13 5:48 5:52 5:59 6:10 Every 15 Minutes Until 
6:15 6:21 6:26 6:03 6:09 6:16 6:27 7:33 7:43 7:50 7:58 
6:28 6:34 6:39 6:18 6:24 6:31 6:42 7:48 7:58 8:05 8:13 
6:41 6:47 6:52 Every 14Mins. Until 8:01 8:11 8:18 8:26 
6:52 6:58 7:08 7:15 7:22 7:31 fs 8:14 8:24 8:31 8:39 
7:02 7:12 7:23 7:31 7:38 7:47 8:28 8:38 8:45 8:53 
7:12 7:22 7:33 7:47 7:54 8:03 Every 14 Mins. — Until 

7:21 7:31 7:42 8:02 8:09 8:18 9:37 9:48 9:56 

10 Mins. or Less 8:17 8:24 6:33 9:50 10:01 10:09 
11:30 14:38 =—-11:47 8:32 8:39 6:48 10:03 10:14 10:22 
14:39 «14:47 11:56 8:45 8:52 9:01 10:15 10:26 10:34 
14:48 14:56 9 12:06P | 9:57 9:04 9:13 10:26 = 10:38 10:46 
14:57 12:05P 12:15 9:09 9:16 9:25 B 10:37 10:49 10:57 
12:08P 12:17 12:27 9:24 9:28 9:37 9:51 | 10:49 das 11:09 

i z R i 41:00 4:12 11:20 
1217, 12:26 12:36 | 948 sr fool ore |ti12 1124 1193 

10Mins. or Less 9:56 10:03 10:12 10:26 | 11:24 11:36 © 14:45 
4:30 4:46 4:58 | 10:07 10:14 10:23. 10:38 | 11:35) 11:47 11:56 
4:43 4:59 5:11 1 40:18 10:25 10:35 «10:52 | 11:47 «14:59 = 12:08P 
4:53 5:09 5:21 | 9:29 10:37 10:48 «11:05 | 11:58 12:10P 12:19 

5:03 5:19 5:31 1 10:40 «10:48 «10:59 «11:16 

5:13 5:29 5:41 40:51 10:59 11:10 11:27 |12:09P 12:21 12:30 12:39 
S290 5:39 5:51 4402 14:10 11:21 1138 «| Every 12Mins. or Less 
5:33 5:49 6:01 Every 11Mins. Until 6:55 7:07 7:15 7:23 
B43 5:59-6:11 44:56” 12:04P 12:15P 12:32P | 7: : 7:27 0 7:35 
5:53 6:09 6:21 7:39 7 
6:03 6:19 6:30 ta:oBP 12:14 12:25 12:42 7:51 9 
6:13 6:29 6:36 12Mins. or Less 8:04 = 8:12 
6:23. 6:37 6:44 6:41 6:51 7:09 8:17 8:25 
6:31 6:42 «6:49 6:54 | 6:30 8:37 
6:36 6:47 6:54 7:06 : 8:43 8:50 
6:44 6:55 7:02 721 7 8:58 “05 
653 7:04 7:11 a6 87. 9:13 ‘9 
7:02 7:13 7:20 751 : 9:28 5 
7:11 7:22 (7:29 8:05 : 9:43 9:50 
7:20 7:31 7:38 8:20 q 9:58 10:05 
7:29 7:40 7:47 8:35 : 10:13 10:20 
7:38 7:49 7:56 B50, 8 10:28 5 
7:47 7:58 8:05 9:05 : 40:26 10:37 10:44 10:51 
Gene nace eee 9:20 9: 10:42 10:53 11:00 11:07 
41:01 14:08 11:15 9:36 9: ioe ae qs ques 
14:13 14:18 11:23 9:53 10: 11:30 11:40 «4404714053 
44:23°0-14:28 11:33 1Or10 710: TUS 14.56". 1209A-4209A 
M34 T39 14:44 joua 082} 12:02A 1212A 12:19 12:25 
11:45 11:50 11:55 7 ; 2 f ¥ : 

7 : i Eve 17Mins. or Less {12:18 12:28 12:35 12:41 
Treg 1a Ga* TROSA | room 12:04A 12:11A 12:25A] 12:35 12:45 12:82 12:58 
Hw ue Ha 1S Ea be a le ie 1S Eg 
12:29 12:34 12:39 | 12: ee pOS CN : : 3 
12:40 12:45 12:50 w - Waits for last train to arrive at Harvard Station. 
bets 100 1 All buses are accessible to persons with disabilities 




















77 Sunday 
Inbound Outbound 
Leave Arrive Artive Leave Arrive Astive 
Arlington Artingtan Harvard | Harvard Arlington Arlington 
Heights Center Square Station Center Heights 
6:00A 6:04A 6:22A} 6:25A 6:39A 6:45A 
6:20 6:24 6:42 6:44 6:58 7:04 
6:40 6:44 7:03 7:04 7:18 7:24 
7:00 7:04 7:23 7:24 7:38 7:44 
7:20 7:24 7:43 7:44 7:58 8:05 
7:40 7:44 8:03 8:04 8:23 8:30 
7:55 7:59 8:20 6:24 8:43 8:50 
8:10 8:14 8:38 8:44 9:03 9:11 
8:25 8:29 8:54 9:04 9:24 9:32 
8:40 8:45 9:10 9:24 9:44 9:52 
8:57 9:02 9:27 9:44 10:04 10:12 
9:14 9:19 9:44 10:04 10:24 10:32 
9:30 9:35 10:00 Every 15Mins. or Less 
Every 17Mins. or Less 11:46 12:08P 12:17P 
11:49 11:55 12:25P 
12:01P 12:23P 12:32P 
12:05P 42:11P 12:41 Every 15Mins. or Less 
Every 17Mins. or Less 7:08 7:28 7:36 
6:20 6:25 6:49 7:21 3 7:49 
6:34 6:38 7:02 7:36 8:04 
6:47 6:51 7:15 7:51 8:19 
7:01 7:05 7:29 8:07 8:35 
716 0 7:44 8:23 8:51 
7:32 6 8:00 8:38 9:06 
7:48 52 8:16 8:54 9:22 
8:05 709 8:32 9:10 9:37 
8:22 226 8:50 9:25 9:49 
8:39 3 9:06 9:40 10:04 
8:55 9 9:22 9:54 10:18 
9:12 9:16 9:39 10:09 10:33 
9:28 9:32 9:55 10:22 10:46 
9:44 9:48 10:11 10:36 41:00 
10:00 10:04 10:27 10:49 11:13 
10:15 10:19 10:41 11:02 11:26 
10:32 10:35 10:55 11:15 11:37 
10:48 10:51 11:11 41:30 11:50 
11:04 11:07 11:27 11:45 12:054 
11:17 11:20 11:40 12:00M 42:20 
11:35 11:38 11:58 12:10A 12:30 
11:55 11:58 12:18A} 12:25 12:45 
12:154 12:1BA 12:38 12:45 1:05 
12:35 12:38 12:58 | w 1:05 1:25 


Harvard Busway construction note: 





Route 77 won't serve Harvard Busway during this time. 
Inbound service will not serve Harvard Station Busway 


during this time. Passengers wishing to access Harvard 
Station are advised to disembark at the temporary bus stop 
located on Brattle St @ Palmer St. Outbound service 

is unaffected, and will continue to board passengers in the 
Harvard Station Busway. 


Fares and holidays on map side. 
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Schedule Change 





Route 67 Turkey Hill - Alewife Station 
Route 79 Arlington Heights - Alewife Station 









© By ieugrerey Shag) Tel lebewe 
Sy etanegthers Tasers meat 
© ey lhngiher) Carrer 
het oe 










bY 
Filia Center s/o 





Siow ROUTE 


During snow storms of when slippery road condillons are present, 
this route may be diverted in sri nllermate route described below, 
To View Service updates or fequédl T-Alarls Séct vio amail of lexf 
message, visit www. mbta com, 





Route 67; Omits Turkey Hil Loop and Symmes Road, Flag 
bus on Sunset Road at Forest Street or use slope on 
Summer Street. 






Rindge Aver E> * J 


214 of 285 


67 


Leave 
Turkey 









6:18A 
6:52 
7:22 
7:49 
8:17 
8:45 
9:12 
10:02 
10:52 
11:42 


12:32P 
1:22 
2:12 
3:02 
3:52 
4:42 
5:10 
5:37 
6:05 
6:32 
6:57 
7:37 
8:20 


Inbound 


Arrive 
Arlington 
Center 

6:23A 

6:57 

7:29 

7:56 

8:24 

8:50 

9:17 
10:07 
10:57 
11:47 


12:37P 
1:27 
2:17 
3:07 
3:57 
4:47 
5:16 
5:43 
6:11 
6:36 
7:04 
7:44 
8:24 






Weekday 


Anive 
Alewife 
Station 

6:32A 
7:07 
7:43 
8:10 
8:39 
9:03 
9:27 

10:17 
11:07 
11:56 


12:46P 
1:36 
2:26 
3:16 
4:06 
4:56 
5:26 
5:53 
6:21 
6:45 
7:10 
7:49 
8:32 








Leave 


Alewife 
Station 














Outbound 





Arve 
Artington 
Center 
6:00A 
6:33 
7:06 
7:31 
8:00 
8:30 
8:56 
9:46 
10:36 
11:26 


12:16P 
1:06 
1:55 
2:47 
3:36 
4:26 
4:55 
5:22 
5:49 
6:16 
6:44 
7:23 
8:05 


Service Note: Route 67 
Serves Symmes Road OUTBOUND ONLY. 


Turkey Hill-Alewife Station 


Route 67 








Turkey 
Hilt 






6:15A 


6:48 
7:21 
7:47 
8:16 
8:44 
9:10 
10:00 
10:50 
41:40 


12:30P 


1:20 
2:10 
3:02 
3:51 
4:41 
5:10 
5:37 
6:04 
6:31 
6:56 
7:37 
8:18 


79 Weekday 


Leave 
Arlington 
Heights 





Inbound Outbound 
























Arrive Arrive Leave Arrive Arrive 
Arlington Alewife Alewie Atlington Arlington 
Center Station Station Center Heights 
















































s - Leaves from Massachusetts Avenue at Appleton Street and 
does NOT run during school vacation 


Route 79 
Arlington Heights-Alewife Station 









No service on weekends. 


All buses are accessible to persons with disabilities 


= mt R +R 


Rapid 8us + Rapid 
Transit Transit 





LocalBus Bus + Bus 


$0.85 


VALID PASSES: LinkPass ($90.00/mo.); Local Bus ($55/mo.}; *Student/Youth LinkPass 


Senior TAP++ $0, 85 $1.10 $1.10 


{$30.00/mo.}; **: 
boat passes. 

FREE FARES: Children 11 and under ride free when accompanied by an adult; Blind 

Access CharlieCard holders ride free and if using a guide, the guide rides free. 

* Requires Student CharlieCard or Youth CharlieCard, Student CharlieCards are available 
to students through participating middie schools and high schools. Youth CharlieCards 
are available through community partners [n the Boston metro area. Visit 
www.mbta.com/yauthpass for details. 

** Requires Senior/TAP CharlieCard, available to Medicare cardholders, seniars 65+, 
and persons with disabilities. 


‘Senfor/TAP UnkPass {$30/mo.); and express bus, commuter rail, and 


of za bro 
unday; 
w26feb: 12/95/20, & 172i: Sin; HES Werke Sat 
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Route 350 North Burlington - Alewife Station 
Route =. Bedford Woods Dr - Alewife Station 


= a 
Lowell Regionai 
Transit Authority 
978-452-6164 
BESSY UC SARE 


Besttord Loc Local Tra Transit a 
4 were bedtardna, pace on 
aging/pages/bediord-local-transit 





, 


wat = Burger 


Z eo ‘aside 


, 


x 
i ge 
# tofrom > & 2 oo 
xpress tolfra: : : 
. _ Alewlfe Sta, via. we GB 
» RETB and REZ 





“iad Alewife Station § 
“(Red Line)’ via Cambridge St. 

Nystic St.‘Arlington Center and § 

Massachusetts Avenue. 


A 


~ 








Service/Schedute Change 


350°351 





ceri 
en aL 
* Ow twee 
oS fae 
ee 
* shay Cert © Beto | acre 
Teer arr 
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350 & 351 Weekday 350 Saturday 
Inbound Outbound Inbound Outbound 
Arrive Arrive Arrive Arrive / Autive Arrive 
Leave Burlington Woburn’ Arrive Arrive Leave Artive Wobuin/ Burlington _ Arrive Leave Burlington Arrive Leave Burlington Arrive 
Chestnut & = Mall Burl. Arlington Atewife Alewife Arlington Burl. Mall — Chestnut & Chestnut & Mail Alewife Alewile Mail Chestnut & 
Cambridge = Road Line Center Station Station Center Line Road Cambridge Cambridge Road Station Station Road Cambridge 














































6:05A 6:19A 6:31A D553 6:00 ae eee eee 0A... ! 6:254 6:51A  7:05A 
: 6:23 6:32 b6:16 6:22 6:39 6:50 7:08 7 ec 7 . 7 
6:25 6:42 7:02 b 6:36 6:42 6:59 7:09 7:25 750. 8:18 7:05 7:31 7:45 


NOTE: 
Route 351 Alewife service 
operates via Berth 8 


8:30 8:45A 9:14 7:45 8:14 8:25 

9:30 9:45 10:17 8:30 8:59 9:18 
10:30 10:46 §=11:19 9:30 10:01 10:22 
14:30 14:46 12:21P} 10:30 11:01 11:22 
11:30 12:01P 12:21P 


6:45 7:04 7:24 
7:00 TAO 7:41 
7:22 7:41 8:03 
7:44 8:03 8:25 
8:04 8:23 8:45 
8:42 9:03 9:13 
9:02 9:19 9:29 
9:21 9:38 9:48 
9:41 9:58 10:09 
10:21. 10:38 10:49 
14:01 14:18 = 11:29 


b 6:56 7:02 7:17 7:27 7:43 
7:16 7:22 7:37 7:47 8:03 
7:36 7:43 8:02 8:11 8:31 
7:56 8:03 8:22 8:31 8:51 
8:16 8:23 8:42 8:51 9:11 
8:56 9:03 9:22 9:31 9:49 
9:36 9:42 9:59 10:08 10:26 

10:16 = 10:22 10:39 10:48 11:06 
10:56 = 11:02 W419 14:28 11:46 
11:36 11:42 F : 12:26P 










12:30P 12:46P 1:25 
1:30) 1:46 2:25 | 12:30P 1:02 1:22 
2:30 2:46 3:21 1:30 2:02 2:22 
3:30 3:46 4:21 2:30 3:02 3:22 
4:30 4:46 5:20 3:30 4:01 4:19 










Route 351 may be 


























































14:41 68 12:09P 12:16P 12:22P 12:39P 1:06 ee 
aa Tee Nee ee ie 5:30 5:46 6:17) 4:30 4:58 5:16 limited or 

12:14P 12:21P 12:38P 12:49 1:36 01:42 4:59 2:24 6:25 6:41 7:10 5:30 5:55 6:13 sot 
12:54 1:02-1:19 1:30 216 2:26 2:45 3:12 7:20 7:35 «= 8:04 | 6:25 6:50 7:08 suspended. Visit 
1:34 1:42 1:59 2:10 2:41 2:51 3:09 3:37 10 8:25 : 7: 7:40 7:5 

2:14 2:22-2:39 2:50 3:05 3:13 3:31 3:59 e 3 noe 3 : : § | mbta.com for latest 

; 2 3 i : : : 9:00 9:15 9:44 8:10 8:33 8:52 

2:54 3:03-3:21 «3:32 3:30 3:36 3:56 4:27 updates 

3:40 3:50 4:08 4:19 3:55 4:03 4:22 4:53 9:50 10:05 10:34 | 9:00 9:23 9:42 P : 

4:00 4:10 4:28 = 4:39 4:25 4:35 4:54 5:25 9:50 ae 10:20 

4:25 4:35 4:53 «5:07 4:55 5:08 5:28 5:43 10:40... 

4:45 4:55 5:16 5:32 5:20 §:33 5:53 6:08 

oo ie ee | Rs a peer ey e 
5:50 6:00 6:21-6:34 6:20 6:33 «6:53 7:08 persons with disabilities 
6:10 6:18 6:37 6:50 6:42 6:51 7:06 7:37 nvouns, Outbound 

6:30 6:37 6:52 7:05 7:05 7:14 7:29 8:00 Artive Arrive 

6:49 6:56 7:11 7:24 7:35 7:44 7:59 8:23 Leave Burlington = Arrive Leave urlington Anive 

7: 7: F f: 8:3 5 3 17 Chestnut & Mall Alewil Alewife Mali Chestnut & a 

ae ae a ie oe ce eee aH ee Road Station | Slalion Road Cambridge b- Omits Northwest Park 
8:49 8:55 9:08 9:16 10:20 10:32 10:50... 41:05 : ; : 

9:44 9:50 10:03 10:13 een rg oe 
10:39 10:45 10:58 11:08 ; , : : : : : 

“Route 351 indicated by shaded areas 50 oe . 9:55 10:24 10:43 







































ROUTE 351 FARES 11:25 11:54 12:13P Route 350 
é : ‘ 12:20P 12:49P 1:08 i 2 
$1.70 3425 S428 8. : | : 1:15 1:45-2:04 North Burlington 
eens aetee ; : : : 2:10 2:38 2:57 Alewife Station 
$086 . Gee ree : . : 3:05 3:33 3:52 
Stud t SOB OSS ee : ‘S20 $210 82. : : : ot ee pape Route 351 
onl ideatlbepestime arama Se TERT epeain ee ee ea 
(ipsnat septa Stal aed ROSH ages, coeewan nse oecr oon trecocvreneh 650 7:04 7:35 4 ae aoe Bedford Woods Dr - 


FREE FARES: Children 11 and under ride free when accompanied by an adult; Blind ‘commuter rail rone 1 or higher, and boat passes. 
Access ChatlieCard hoiclers ride free and If using # guide, the guide rider free. 

* Requires Student ChartleCard or Youth CharlieCard, Stucient ChariieCards are avaliable 
to students through participating middle schoo!s arnt high schools. Youth CharlieCardt 
are avaliable through community partners in the Boston metro area. Visik 
wanw.mbts.com/youthpass for detalis. 

** Requires Senior/TAP CharlieCard, available to Medicare cardholders, seniors 654, 
and parsany with disabilities, 





Alewife Station 


FREE FARTS: Chiideen 11 are under tide free when acrormpanied by an adult; Bind 
Access CharlieCard boidert ride free end if using « guide, the guide rides (rea. 

* Requires Stusient ChartieCard or Youth CharileCard. Student CharileCards are available 
to students through perticipating middie schants end high schools. Youtn CherteCerds 
are washable through community partners in the Boston mero area. Visit 
Ericameria 






Fall 2020 & Winter red Holiday ANS kd 
ofl; Sunday; 10/12/20 & 11/11/20: 
11/26/20, 12/25/20, & 1/1/21: Sint Al 721 OEY: Sat 
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Oo Trip Generation 
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Institute of Transportation Engineers (ITE) 10th Edition 
Land Use Code (LUC) 820 - Shopping Center 


Average Vehicle Trips Ends vs: 1,000 Sq. Feet Gross Leasable Area 


Independent Variable (X): 1.735 


AVERAGE WEEKDAY DAILY 


T = 37.75*(X) 

T = 37.75* 1.74 

T = 65.50 

T= 66 vehicle trips 


with 50% ( 33 -vpd) entering and 50% ( 33 vpd) exiting. 


WEEKDAY MORNING PEAK HouR OF ADJACENT STREET TRAFFIC 


T= 0.94 * (X) 

T= 0.94 * 1.74 

T= 1.63 

The 2: vehicle trips 


with 62% ( 1 vph) entering and 38% ( 1 vph) exiting. 


WEEKDAY EVENING PEAK HOUR OF ADJACENT STREET TRAFFIC 


T= 3.81 *(X) 

T= 3.81* 1.74 

T= 6.61 

T=7 vehicle trips 


with 48% ( 3 vph) entering and 52% ( 4 vph) exiting. 


SATURDAY DAILY 


T = 46.12 *(X) 

T= 46.12* 1.74 

T = 80.02 

T= 80 vehicle trips 


with 50% ( 40  vpd) entering and 50% ( 40 vpd) exiting. 


SATURDAY MIDDAY PEAK HOUR OF GENERATOR 


T= 4.50 *(X) 

T= 4.50* 1.74 

T= 7.81 

T=8 vehicle trips 


with 52% ( 4 vph) entering and 48% ( 4 vph) exiting. 


Summary 


0.34 Weekday 





0.26 Saturday 


Total Pass-By | Net New 


AM 
In 
Out 
Total 


PM 
In 
Out 
Total 


Sat 
In 
Out 
Total 


Daily 
In 
Out 
Total 


Sat Daily 
In 

Out 

Total 





1 0 1 
1 0 1 
2 0 2 
3 1 2 
4 1 3 
7 2 5 
4 1 3 
4 1 3 
8 2 6 

330s 22 

3300 oi 22 

66 =. 22 44 

40 10 30 

40 10 30 

80 20 60 





LUC 820 SF (Avg Rates).xlIs 
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Institute of Transportation Engineers (ITE) 10th Edition 





Land Use Code (LUC) 221 - Multifamily Housing (Mid-Rise) 


Average Vehicle Trips Ends vs: Dwelling Units 
Independent Variable (X): 37 


AVERAGE WEEKDAY DAILY 
T=5.44*X 
T=5.44* 37 
T = 201.28 
T= 202 vehicle trips 
with 50% ( 101 vpd) entering and 50% (101 vpd) exiting. 


WEEKDAY MORNING PEAK HOUR OF ADJACENT STREET TRAFFIC 


T= 0.36* X 
T= 0.36* 37 
T= 13.32 
T=13 vehicle trips 
with 26% ( 3 vph) entering and 74%( = 10 vph) exiting. 


WEEKDAY EVENING PEAK HOUR OF ADJACENT STREET TRAFFIC 


T=0.44*X 
T=0.44* 37 
T= 16.28 
T= 16 vehicle trips 
with 61% ( 10 vph) entering and 39%( = =6 = -vph) exiting. 


SATURDAY DAILY 
T=491*X 
T=4.91* 37 
T= 181.67 
T= 182 vehicle trips 
with 50% (91 vpd) entering and 50% (=: 91.-—s~vpd) exiting. 


SATURDAY MIDDAY PEAK HOUR OF GENERATOR 


T=0.44*X 
T=0.44* 37 
T= 16.28 
T=16 vehicle trips 
with 49% (8 vph)enteringand51%(  =8  vph) exiting. 
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Institute of Transportation Engineers (ITE) 10th Edition 
Land Use Code (LUC) 820 - Shopping Center 


Average Vehicle Trips Ends vs: 1,000 Sq. Feet Gross Leasable Area 


Independent Variable (X): 10.500 


AVERAGE WEEKDAY DAILY 


T = 37.75*(X) 

T = 37.75* 10.50 

T= 396.38 

T= 396 vehicle trips 


with 50% ( 198 vpd) entering and 50% ( 198 vpd) exiting. 


WEEKDAY MORNING PEAK HOUR OF ADJACENT STREET TRAFFIC 


T= 0.94 * (X) 

T= 0.94 * 10.50 

T= 9.87 

T= 10 vehicle trips 


with 62% ( 6 vph) entering and 38% ( 4 vph) exiting. 


WEEKDAY EVENING PEAK HOUR OF ADJACENT STREET TRAFFIC 


T= 3.81 *(X) 

T= 3.81* 10.50 

T= 40.01 

T= 40 vehicle trips 


with 48% ( 19 vph) entering and 52% ( 21 vph) exiting. 


SATURDAY DAILY 


T = 46.12 *(X) 

T= 46.12* 10.50 

T= 484.26 

T = 484 vehicle trips 


with 50% ( 242  vpd) entering and 50% ( 242 vpd) exiting. 


SATURDAY MIDDAY PEAK HOUR OF GENERATOR 


T= 4.50 *(X) 

T= 4.50* 10.50 

T= 47.25 

T= 47 vehicle trips 


with 52% ( 24 vph) entering and 48% ( 23 vph) exiting. 


Summary 


0.34 Weekday 





0.26 Saturday 


Total Pass-By | Net New 


AM 
In 
Out 
Total 


PM 
In 
Out 
Total 


Sat 
In 
Out 
Total 


Daily 
In 
Out 
Total 


Sat Daily 
In 

Out 

Total 











6 2 4 

4 2 2 

10 4 6 
19 7 12 
21 Z 14 
40 14 26 
24 6 18 
23 6 17 
47 12 35 
198 67 131 
198 67 131 
396 134 262 
242 63 179 
242 63 179 
484 126 358 





LUC 820 SF (Avg Rates).xls 
221 of 285 


o Census Information 
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MEANS OF TRANSPORTATION TO WORK BY VEHICLES United States” 
AVAILABLE Census 


Note: This is a modified view of the original table produced by the U.S. Census Bureau. This 
download or printed version may have missing information from the original table. 


eeu Bureau 


Census Tract 3561, Middlesex County, Massachusetts 





Label Estimate Margin of Error 
¥ Total: 2,051 +155 
No vehicle available 153 +92 

1 vehicle available 947 +183 

2 vehicles available 760 +179 

3 or more vehicles available 191 +130 

y Car, truck, or van - drove alone: 880 +171 
No vehicle available 0 +12 

1 vehicle available 268 +84 

2 vehicles available 478 +145 

3 or more vehicles available 134 +88 

¥v Car, truck, or van - carpooled: 237 +96 
No vehicle available 30 +49 

1 vehicle available 110 £57 

2 vehicles available 53 +59 

3 or more vehicles available 44 +50 

v Public transportation (excluding taxicab): 649 +144 
No vehicle available 89 +66 

1 vehicle available 385 +130 

2 vehicles available 175 +83 

3 or more vehicles available 0 #12 

v Walked: 0 +12 
No vehicle available 0 +12 

1 vehicle available 0 +12 

2 vehicles available 0 +12 

3 or more vehicles available 0 +12 

v Taxicab, motorcycle, bicycle, or other means: 152 +65 
No vehicle available 26 +31 
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Table Notes 


MEANS OF TRANSPORTATION TO WORK BY VEHICLES AVAILABLE 


Survey/Program: 

American Community Survey 

Universe: 

Workers 16 years and over in households 
Year: 

2018 

Estimates: 

5-Year 

Table ID: 

B08141 


Although the American Community Survey (ACS) produces population, demographic and housing unit estimates, it is 
the Census Bureau's Population Estimates Program that produces and disseminates the official estimates of the 
population for the nation, states, counties, cities, and towns and estimates of housing units for states and counties. 


Source: U.S. Census Bureau, 2014-2018 American Community Survey 5-Year Estimates 


Data are based on a sample and are subject to sampling variability. The degree of uncertainty for an estimate arising 
from sampling variability is represented through the use of a margin of error. The value shown here is the 90 percent 
margin of error. The margin of error can be interpreted roughly as providing a 90 percent probability that the interval 
defined by the estimate minus the margin of error and the estimate plus the margin of error (the lower and upper 
confidence bounds) contains the true value. In addition to sampling variability, the ACS estimates are subject to 
nonsampling error (for a discussion of nonsampling variability, see ACS Technical Documentation ). The effect of 
nonsampling error is not represented in these tables. 


Workers include members of the Armed Forces and civilians who were at work last week. 


While the 2014-2018 American Community Survey (ACS) data generally reflect the February 2013 Office of 
Management and Budget (OMB) definitions of metropolitan and micropolitan statistical areas; in certain instances the 
names, codes, and boundaries of the principal cities shown in ACS tables may differ from the OMB definitions due to 
differences in the effective dates of the geographic entities. 


Estimates of urban and rural populations, housing units, and characteristics reflect boundaries of urban areas defined 
based on Census 2010 data. As a result, data for urban and rural areas from the ACS do not necessarily reflect the 
results of ongoing urbanization. 


Explanation of Symbols: 


An "**" entry in the margin of error column indicates that either no sample observations or too few sample 
observations were available to compute a standard error and thus the margin of error. A statistical test is not 
appropriate. 

An "-" entry in the estimate column indicates that either no sample observations or too few sample observations 
were available to compute an estimate, or a ratio of medians cannot be calculated because one or both of the 
median estimates falls in the lowest interval or upper interval of an open-ended distribution, or the margin of 
error associated with a median was larger than the median itself. 

An '-" following a median estimate means the median falls in the lowest interval of an open-ended distribution. 
An '+" following a median estimate means the median falls in the upper interval of an open-ended distribution. 
An "***" entry in the margin of error column indicates that the median falls in the lowest interval or upper interval 
of an open-ended distribution. A statistical test is not appropriate. 

An "*****" entry in the margin of error column indicates that the estimate is controlled. A stalistige) test for 
sampling variability is not appropriate. 224 of 285 
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ALLEN & MAJOR 
ASSOCIATES, INC. 


March 10, 2021 


Jennifer Raitt RE: Mixed-Use Redevelopment 
Director of Planning & Community Drainage Summary Letter 
Development 190 & 192-200 Massachusetts Ave 
730 Massachusetts Ave Arlington, MA 02476 


Arlington, MA 02476 


Dear Ms. Raitt, 


On behalf of our Client, 192-200 Massachusetts Ave, LLC, Allen & Major Associates (A&M) is 
pleased to provide this letter in support of the Special Permit application for the Mixed-Use 
Redevelopment project at 190 & 192-200 Massachusetts Ave. This letter will summarize the 
changes to the stormwater management system which are proposed as part of the redevelopment 
efforts. 


Existing Conditions 

The site is located on the corner of Lake Street and Massachusetts Avenue and Chandler Street and 
Massachusetts Avenue. There is an existing curb cut to the parcel located off of Chandler Street. The 
project comprised of two property’s, identified on the City tax Map 6, Block 3, Lots 1A and 1B. 
Both lots are predominantly covered by an existing brick building. Elevations onsite range from 
elevation 29 to elevation 24. Elevation 24 is the low point on-site located at the existing curb cut 
along Chandler Street, and elevation 29 runs through the sidewalk along Mass Ave. The majority of 
the stormwater from the site discharges through roof drain connections to the municipal system. A 
review of the NRCS soil report for Middlesex County indicates that the soil onsite is considered 
Merrimac-Urban Land which has a Hydrologic Soil Group rating of an “A”. A copy of the Existing 
Watershed Plan is included herewith. 


Proposed Conditions 
The project, proposes to demolish a portion of the existing structure to construct a 5-story, 9,764 


square foot Mixed-Use building with apartment and retail uses. There are 15 parking stalls proposed 
on the first level. The stormwater management system will be improved with a new drainage pipe 
connection. The quantity of stormwater runoff will be reduced with the installation of landscaped 
areas on-site. The proposed work with result in approximately 701 square feet of impervious material 
being replaced with landscaped areas. 


Runoff flows were estimated for both pre and post development conditions using HydroCAD 10.00 
software, at a specific “Study Point” (SP-1). Study Point 1 is the flows that will enter the municipal 
drainage system. The table below shows that the project causes a reduction in the peak rate of runoff 
and volume of stormwater leaving the site at the Study Point. Copies of the HydroCAD worksheets 
and Watershed Plans are included herewith. 
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STUDY POINT #1 (flow to municipal system) 

2-Year 10-Year 100-Year 
Existing Flow (CFS) 0.83 1.27 2.31 
Proposed Flow (CFS) 0.76 1.22 2.28 














Decrease (CFS) 0.07 0.05 0.03 
Existing Volume (CF) 2,781 4,327 8,025 
Proposed Volume (CF) 2,387 3,906 7,578 
Decrease (CF) 394 421 447 























The surface water drainage requirements of the Town of Arlington Zoning Bylaw Environmental 
Design Review Standards have been reviewed and met with the proposed design. The proposed 
project will introduce landscaped areas to the site to reduce the impervious area. The Town of 
Arlington, Article 15 Stormwater Mitigation, shall not apply as the proposed development will 
introduce a reduction in impervious area. However, with the proposed landscaped areas the project 
will reduce the runoff rates for all design storms, and comply with this bylaw. 


Summary 
As shown in the table above, the proposed development will have a positive impact on the 


stormwater management system by reducing the rate and volume of stormwater runoff from the site. 
Very truly yours, 
ALLEN & MAJOR ASSOCIATES, INC. 


Aaron Mackey, PE 
Project Engineer 





Attachments:;/ 
1. Existing Watershed Plan 
2. Proposed Watershed Plan 
3. Pre development HydroCAD Calculations 
4. Post development HydroCAD Calculations 
5. Extreme Precipitation Tables 
6. NRCS Soil Report 
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Subcat E-1 Study Point 1 





Routing Diagram for 2729-02_Existing-Conditions 
Prepared by Allen & Major Associates Inc. , Printed 10/23/2020 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Softwappsefunigas LLC 














2729-02_Existing-Conditions 


Prepared by Allen & Major Associates Inc. Printed 10/23/2020 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 2 


Area Listing (all nodes) 


Area CN Description 

(sq-ft) (subcatchment-numbers) 
1,238 98 Paved parking, HSG A (E-1) 
9,896 98 Roofs, HSG A (E-1) 

11,134 98 TOTAL AREA 
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2729-02_Existing-Conditions 


Prepared by Allen & Major Associates Inc. Printed 10/23/2020 
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Soil Listing (all nodes) 


Area Soil Subcatchment 
(sq-ft) Group Numbers 


11,134 HSG A E-1 


0 HSGB 
0 HSG C 
0 HSG D 
0 Other 
11,134 TOTAL AREA 
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2729-02_Existing-Conditions 


Prepared by Allen & Major Associates Inc. Printed 10/23/2020 
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Ground Covers (all nodes) 


HSG-A HSG-B HSG-C HSG-D Other Total Ground Subcatchment 
(sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) Cover Numbers 
1,238 0 0 0 0 1,238 Paved parking E-1 
9,896 0 0 0 0 9,896 Roofs E-1 

11,134 0 0 0 0 11,134 TOTAL AREA 
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2729-02 _Existing-Conditions Type Ill 24-hr 2-Year Rainfall=3.23" 


Prepared by Allen & Major Associates Inc. Printed 10/23/2020 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 5 


Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentE-1: Subcat E-1 Runoff Area=11,134 sf 100.00% Impervious Runoff Depth=3.00" 
Tc=5.0 min CN=98 Runoff=0.83 cfs 2,781 cf 


Reach SP1: Study Point 1 Inflow=0.83 cfs 2,781 cf 
Outflow=0.83 cfs 2,781 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 2,781 cf Average Runoff Depth = 3.00" 
0.00% Pervious =Osf 100.00% Impervious = 11,134 sf 
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2729-02 _Existing-Conditions Type Ill 24-hr 2-Year Rainfall=3.23" 
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Summary for Subcatchment E-1: Subcat E-1 
Runoff = 0.83 cfs @ 12.07 hrs, Volume= 2,781 cf, Depth= 3.00" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 2-Year Rainfall=3.23" 


Area (sf) CN __ Description 
1,238 98 Paved parking, HSG A 
9,896 98 Roofs, HSGA 
11,134 98 Weighted Average 
11,134 100.00% Impervious Area 


Tc Length Slope Velocity Capacity Description 
(min) (feet) (fV/ft) (ft/sec) (cfs) 


5.0 Direct Entry, Assumed 


Summary for Reach SP1: Study Point 1 


Inflow Area = 11,134 sf,100.00% Impervious, Inflow Depth = 3.00" for 2-Year event 
Inflow = 0.83 cfs @ 12.07 hrs, Volume= 2,781 cf 
Outflow = 0.83 cfs @ 12.07 hrs, Volume= 2,781 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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2729-02 _Existing-Conditions Type Ill 24-hr 10-Year Rainfall=4.90" 


Prepared by Allen & Major Associates Inc. Printed 10/23/2020 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentE-1: Subcat E-1 Runoff Area=11,134 sf 100.00% Impervious Runoff Depth=4.66" 
Tc=5.0 min CN=98 Runoff=1.27 cfs 4,327 cf 


Reach SP1: Study Point 1 Inflow=1.27 cfs 4,327 cf 
Outflow=1.27 cfs 4,327 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 4,327 cf Average Runoff Depth = 4.66" 
0.00% Pervious =Osf 100.00% Impervious = 11,134 sf 
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2729-02 _Existing-Conditions Type Ill 24-hr 10-Year Rainfall=4.90" 
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Summary for Subcatchment E-1: Subcat E-1 
Runoff = 1.27 cfs@ 12.07 hrs, Volume= 4,327 cf, Depth= 4.66" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 10-Year Rainfall=4.90" 


Area (sf) CN __ Description 
1,238 98 Paved parking, HSG A 
9,896 98 Roofs, HSGA 


11,134 98 Weighted Average 


11,134 100.00% Impervious Area 
Tc Length Slope Velocity Capacity Description 
min feet ft/ft ft/sec cfs 
5.0 Direct Entry, Assumed 


Summary for Reach SP1: Study Point 1 


Inflow Area = 11,134 sf,100.00% Impervious, Inflow Depth = 4.66" for 10-Year event 
Inflow = 1.27 cfs@ 12.07 hrs, Volume= 4,327 cf 
Outflow = 1.27 cfs@ 12.07 hrs, Volume= 4,327 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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2729-02 _Existing-Conditions Type Ill 24-hr 100-Year Rainfall=8.89" 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentE-1: Subcat E-1 Runoff Area=11,134 sf 100.00% Impervious Runoff Depth=8.65" 
Tc=5.0 min CN=98 Runoff=2.31 cfs 8,025 cf 


Reach SP1: Study Point 1 Inflow=2.31 cfs 8,025 cf 
Outflow=2.31 cfs 8,025 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 8,025 cf Average Runoff Depth = 8.65" 
0.00% Pervious =Osf 100.00% Impervious = 11,134 sf 
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2729-02 _Existing-Conditions Type Ill 24-hr 100-Year Rainfall=8.89" 
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Summary for Subcatchment E-1: Subcat E-1 
Runoff = 2.31 cfis@ 12.07 hrs, Volume= 8,025 cf, Depth= 8.65" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type III 24-hr 100-Year Rainfall=8.89" 


Area (sf) CN __ Description 
1,238 98 Paved parking, HSG A 
9,896 98 Roofs, HSGA 
11,134 98 Weighted Average 
11,134 100.00% Impervious Area 


Tc Length Slope Velocity Capacity Description 
(min) (feet) (fV/ft) (ft/sec) (cfs) 


5.0 Direct Entry, Assumed 


Summary for Reach SP1: Study Point 1 


Inflow Area = 11,134 sf,100.00% Impervious, Inflow Depth = 8.65" for 100-Year event 
Inflow = 2.31 cfs @ 12.07 hrs, Volume= 8,025 cf 
Outflow = 2.31 cfs @ 12.07 hrs, Volume= 8,025 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Routing Diagram for 2729-02_Proposed-Conditions 
Prepared by Allen & Major Associates Inc. , Printed 3/10/2021 
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Area Listing (all nodes) 


Area CN Description 
(sq-ft) (subcatchment-numbers) 
701 39 >75% Grass cover, Good, HSG A (P-1) 
669 98 Paved parking, HSGA (P-1) 
9,764 98 Roofs, HSG A (P-1) 
11,134 94 TOTAL AREA 
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Soil Listing (all nodes) 


Area Soil Subcatchment 
(sq-ft) Group Numbers 


11,134 HSG A P-1 


0 HSGB 
0 HSG C 
0 HSG D 
0 Other 
11,134 TOTAL AREA 
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Ground Covers (all nodes) 


HSG-A HSG-B HSG-C HSG-D Other Total Ground Subcatchment 
(sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) (sq-ft) | Cover Numbers 
701 0 0 0 0 701 >75% Grass cover, Good P-1 
669 0 0 0 0 669 Paved parking P-1 
9,764 0 0 0 0 9,764 Roofs P-1 
11,134 0 0 0 0 11,134 TOTAL AREA 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentP-1: Subcat P-1 Runoff Area=11,134 sf 93.71% Impervious Runoff Depth=2.57" 
Tc=5.0 min CN=94 Runoff=0.76 cfs 2,387 cf 


Reach SP1: Study Point 1 Inflow=0.76 cfs 2,387 cf 
Outflow=0.76 cfs 2,387 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 2,387 cf Average Runoff Depth = 2.57" 
6.29% Pervious = 701 sf 93.71% Impervious = 10,433 sf 
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Summary for Subcatchment P-1: Subcat P-1 


Runoff = 0.76 cfs @ 12.07 hrs, Volume= 2,387 cf, Depth= 2.57" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 2-Year Rainfall=3.23" 


Area (sf) CN Description 


9,764 98 Roofs, HSGA 
701 39 >75% Grass cover, Good, HSGA 


669 98 Paved parking, HSGA 


11,134 94 Weighted Average 


701 6.29% Pervious Area 
10,433 93.71% Impervious Area 
Tc Length Slope Velocity Capacity Description 
min feet ft/ft ft/sec cfs 
5.0 Direct Entry, Assumed 
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Summary for Reach SP1: Study Point 1 

Inflow Area = 11,134 sf, 93.71% Impervious, Inflow Depth = 2.57" for 2-Year event 
Inflow = 0.76 cfs @ 12.07 hrs, Volume= 2,387 cf 
Outflow = 0.76 cfs @ 12.07 hrs, Volume= 2,387 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentP-1: Subcat P-1 Runoff Area=11,134 sf 93.71% Impervious Runoff Depth=4.21" 
Tc=5.0 min CN=94 Runoff=1.22 cfs 3,906 cf 


Reach SP1: Study Point 1 Inflow=1.22 cfs 3,906 cf 
Outflow=1.22 cfs 3,906 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 3,906 cf Average Runoff Depth = 4.21" 
6.29% Pervious = 701 sf 93.71% Impervious = 10,433 sf 
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Summary for Subcatchment P-1: Subcat P-1 


Runoff = 1.22 cfs@ 12.07 hrs, Volume= 3,906 cf, Depth= 4.21" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 10-Year Rainfall=4.90" 


Area (sf) CN Description 


9,764 98 Roofs, HSGA 
701 39 >75% Grass cover, Good, HSGA 


669 98 Paved parking, HSGA 


11,134 94 Weighted Average 


701 6.29% Pervious Area 
10,433 93.71% Impervious Area 
Tc Length Slope Velocity Capacity Description 
min feet ft/ft ft/sec cfs 
5.0 Direct Entry, Assumed 


247 of 285 


2729-02_Proposed-Conditions Type Ill 24-hr 10-Year Rainfall=4.90" 


Prepared by Allen & Major Associates Inc. Printed 3/10/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 10 
Summary for Reach SP1: Study Point 1 
Inflow Area = 11,134 sf, 93.71% Impervious, Inflow Depth= 4.21" for 10-Year event 

Inflow = 1.22 cis @ 12.07 hrs, Volume= 3,906 cf 
Outflow = 1.22 cfs@ 12.07 hrs, Volume= 3,906 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Time span=0.00-72.00 hrs, dt=0.01 hrs, 7201 points x 3 
Runoff by SCS TR-20 method, UH=SCS, Weighted-CN 
Reach routing by Dyn-Stor-Ind method - Pond routing by Dyn-Stor-Ind method 


SubcatchmentP-1: Subcat P-1 Runoff Area=11,134 sf 93.71% Impervious Runoff Depth=8.17" 
Tc=5.0 min CN=94 Runoff=2.28 cfs 7,578 cf 


Reach SP1: Study Point 1 Inflow=2.28 cfs 7,578 cf 
Outflow=2.28 cfs 7,578 cf 


Total Runoff Area = 11,134 sf Runoff Volume = 7,578 cf Average Runoff Depth = 8.17" 
6.29% Pervious = 701 sf 93.71% Impervious = 10,433 sf 


249 of 285 


2729-02_Proposed-Conditions Type Ill 24-hr 100-Year Rainfall=8.89" 


Prepared by Allen & Major Associates Inc. Printed 3/10/2021 
HydroCAD® 10.00-24 s/n 02881 © 2018 HydroCAD Software Solutions LLC Page 12 


Summary for Subcatchment P-1: Subcat P-1 


Runoff = 2.28 cis @ 12.07 hrs, Volume= 7,978 cf, Depth= 8.17" 


Runoff by SCS TR-20 method, UH=SCS, Weighted-CN, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs 
Type Ill 24-hr 100-Year Rainfall=8.89" 


Area (sf) CN Description 


9,764 98 Roofs, HSGA 
701 39 >75% Grass cover, Good, HSGA 


669 98 Paved parking, HSGA 


11,134 94 Weighted Average 


701 6.29% Pervious Area 
10,433 93.71% Impervious Area 
Tc Length Slope Velocity Capacity Description 
min feet ft/ft ft/sec cfs 
5.0 Direct Entry, Assumed 
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Summary for Reach SP1: Study Point 1 
Inflow Area = 11,134 sf, 93.71% Impervious, Inflow Depth= 8.17" for 100-Year event 

Inflow = 2.28 cfs @ 12.07 hrs, Volume= 7,578 cf 
Outflow = 2.28 cis @ 12.07 hrs, Volume= 7,978 cf, Atten= 0%, Lag= 0.0 min 


Routing by Dyn-Stor-Ind method, Time Span= 0.00-72.00 hrs, dt= 0.01 hrs /3 
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Extreme Precipitation Tables 
Northeast Regional Climate Center 


Data represents point estimates calculated from partial duration series. All precipitation amounts are displayed in inches. 


Smoothing Yes 


State Massachusetts 
Location 
Longitude 71.142 degrees West 
Latitude 42.405 degrees North 
Elevation 0 feet 
Date/Time __ Fri, 28 Aug 2020 14:10:00 -0400 





Extreme Precipitation Estimates 


[FSmin]{omsn]Smin|S0min[6Omin|t20min| [thr ]2hr [Shr] ohr [12h [Rae] 48hr]| —[Tday|[2aay|4aay] Tay 10day] 
Pir [028 043 [ 033 [ 0.70 [ 087 | 1.10 | ayr [o.75|1.04{1.28[1.63] 2.09 [2.69] 2.94] ayr [238 [2.83 [3.29 [3.98] 4.65 | yr 
Payr [os] 034 [ 067 [088 | 111 | 140 | 2yr [o.96|128]1.02)2.03] 257] 3.28] 3.59] ayr [2.86] 3.45] 3.95470] 535 | 2yr_ 
Payr [042] 05 [ oi | 1.09 [ 1.39 | 1.77 | syr |1.20[1.612.06f2.00] 326] 409] 456] syr [3.62] 438] 5.00[597| 6.09 | syr_ 
Foye [oar] 0.74 [093 [ 1.27 [ 1.65 | 2.12 [toyr [1.49|1.91[2.47]3.12] 3.92 [490] 5.47 | 1oyr | 433 | 5.26] 5.99 7.15] 7.92 [oye 
Pasye [0.56] 089° [ 1.13 | 1.56 | 2.06 | 2.67 [25yr[1.78|2.40)3.13]3.96] 4.98 [620] 6.96] 25yr | 5.49] 6.69759 9.10] 9.91 [25yr 
Ps0yr [0.63 1.01 [1.30 [ 1.82 [ 245 | 3.21 [s0yr[2.12)2.863.77]4.78| 5.98 [748] 836] soyr | 657] 8.03 [9.08 [10.92] 11.75 | soyr 
ooyr| 073 1.18 [ 152 [ 2.14 [ 292 | 3.84 [1ooyr|2.52|3 40|452[5.73] 7.17 [8.89 [10.04] 00yr] 7.87 [9.65 [10.88]13.10] 13.94 [100yr 
ooyr| 083 1.36 | 1.76 [ 252 [ 347 | 4.60 [200yr|2.99]2.05]5.43]6.89| 8.61 |10.63|12.07|200yr] 9.43 [11.60] 13.03]15.73] 16.54 [200yr 
s00yr| Lor] 1.65 [ 2.16 [ 3.13 [437 | 583 [s0oyr|3.77[5.11[690]8.77]10.97]13.54]15.40|sooyr] 11.98) 14.81[ 16 55]20.05] 20.75 |S00yr 


Lower Confidence Limits 


[[Snnin]0nnin]Smin| 30min] Omin] 20min] [Uhr [2hr[3hr[onr[JOhr[2ahr] eur] [lday]2day]4day [7aay [Oday] 
ivr fo2s [038 | 04s | 0.62 [0.76 | 08s | tyr Jo.osfos3|i.rs[i.aa] 78]244] 250] tyr [2.16]241 [293 [3.53 | 405 [yr 





Pave fos] 060 [07s [1.02 [130] 151 | sve fizfrarfi7ap22—)280]3.77] 4.18] syr [3.34] 402[459[547| 617 | syn 
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[ [Sn |onnin| Sin |0min|Omin| 20min] [thr [2hr [Shr] hr [iDhr[2anr] he] [tday|2day [Aday [7aay Oday] 


Upper Confidence Limits 


[ [Sin] tOmin] Sm] 50min [oOmin| 20min] [Uhr ahr [Shr] oor [12hr][24hr][ she] [Tday [day [Aday | Tday Today] | 
Payr [oso] 056 [ 069 [094 [ 1.15 | 136 | aye [iooft 331.37] 2.08 | 2.68] 3.35] 3.74] ayr [297[359 [411 [489 535 | aye | 


Pewered by x 4 cis 
Northeast Regional 
Climate Center 
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Preface 





Soil surveys contain information that affects land use planning in survey areas. 
They highlight soil limitations that affect various land uses and provide information 
about the properties of the soils in the survey areas. Soil surveys are designed for 
many different users, including farmers, ranchers, foresters, agronomists, urban 
planners, community officials, engineers, developers, builders, and home buyers. 
Also, conservationists, teachers, students, and specialists in recreation, waste 
disposal, and pollution control can use the surveys to help them understand, 
protect, or enhance the environment. 


Various land use regulations of Federal, State, and local governments may impose 
special restrictions on land use or land treatment. Soil surveys identify soil 
properties that are used in making various land use or land treatment decisions. 
The information is intended to help the land users identify and reduce the effects of 
soil limitations on various land uses. The landowner or user is responsible for 
identifying and complying with existing laws and regulations. 


Although soil survey information can be used for general farm, local, and wider area 
planning, onsite investigation is needed to supplement this information in some 
cases. Examples include soil quality assessments (http://www.nrcs.usda.gov/wps/ 
portal/nrcs/main/soils/health/) and certain conservation and engineering 
applications. For more detailed information, contact your local USDA Service Center 
(https://offices.sc.egov.usda.gov/locator/app?agency=nrcs) or your NRCS State Soil 
Scientist (http://www.nrcs.usda.gov/wps/portal/nrcs/detail/soils/contactus/? 
cid=nres142p2_053951). 


Great differences in soil properties can occur within short distances. Some soils are 
seasonally wet or subject to flooding. Some are too unstable to be used as a 
foundation for buildings or roads. Clayey or wet soils are poorly suited to use as 
septic tank absorption fields. A high water table makes a soil poorly suited to 
basements or underground installations. 


The National Cooperative Soil Survey is a joint effort of the United States 
Department of Agriculture and other Federal agencies, State agencies including the 
Agricultural Experiment Stations, and local agencies. The Natural Resources 
Conservation Service (NRCS) has leadership for the Federal part of the National 
Cooperative Soil Survey. 


Information about soils is updated periodically. Updated information is available 
through the NRCS Web Soil Survey, the site for official soil survey information. 


The U.S. Department of Agriculture (USDA) prohibits discrimination in all its 
programs and activities on the basis of race, color, national origin, age, disability, 
and where applicable, sex, marital status, familial status, parental status, religion, 
sexual orientation, genetic information, political beliefs, reprisal, or because all or a 
part of an individual's income is derived from any public assistance program. (Not 
all prohibited bases apply to all programs.) Persons with disabilities who require 


255 of 285 


alternative means for communication of program information (Braille, large print, 
audiotape, etc.) should contact USDA's TARGET Center at (202) 720-2600 (voice 
and TDD). To file a complaint of discrimination, write to USDA, Director, Office of 
Civil Rights, 1400 Independence Avenue, S.W., Washington, D.C. 20250-9410 or 
call (800) 795-3272 (voice) or (202) 720-6382 (TDD). USDA is an equal opportunity 
provider and employer. 
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How Soil Surveys Are Made 





Soil surveys are made to provide information about the soils and miscellaneous 
areas in a specific area. They include a description of the soils and miscellaneous 
areas and their location on the landscape and tables that show soil properties and 
limitations affecting various uses. Soil scientists observed the steepness, length, 
and shape of the slopes; the general pattern of drainage; the kinds of crops and 
native plants; and the kinds of bedrock. They observed and described many soil 
profiles. A soil profile is the sequence of natural layers, or horizons, in a soil. The 
profile extends from the surface down into the unconsolidated material in which the 
soil formed or from the surface down to bedrock. The unconsolidated material is 
devoid of roots and other living organisms and has not been changed by other 
biological activity. 


Currently, soils are mapped according to the boundaries of major land resource 
areas (MLRAs). MLRAs are geographically associated land resource units that 

share common characteristics related to physiography, geology, climate, water 

resources, soils, biological resources, and land uses (USDA, 2006). Soil survey 
areas typically consist of parts of one or more MLRA. 


The soils and miscellaneous areas in a Survey area occur in an orderly pattern that 
is related to the geology, landforms, relief, climate, and natural vegetation of the 
area. Each kind of soil and miscellaneous area is associated with a particular kind 
of landform or with a segment of the landform. By observing the soils and 
miscellaneous areas in the survey area and relating their position to specific 
segments of the landform, a soil scientist develops a concept, or model, of how they 
were formed. Thus, during mapping, this model enables the soil scientist to predict 
with a considerable degree of accuracy the kind of soil or miscellaneous area at a 
specific location on the landscape. 


Commonly, individual soils on the landscape merge into one another as their 
characteristics gradually change. To construct an accurate soil map, however, soil 
scientists must determine the boundaries between the soils. They can observe only 
a limited number of soil profiles. Nevertheless, these observations, supplemented 
by an understanding of the soil-vegetation-landscape relationship, are sufficient to 
verify predictions of the kinds of soil in an area and to determine the boundaries. 


Soil scientists recorded the characteristics of the soil profiles that they studied. They 
noted soil color, texture, size and shape of soil aggregates, kind and amount of rock 
fragments, distribution of plant roots, reaction, and other features that enable them 
to identify soils. After describing the soils in the survey area and determining their 
properties, the soil scientists assigned the soils to taxonomic classes (units). 
Taxonomic classes are concepts. Each taxonomic class has a set of soil 
characteristics with precisely defined limits. The classes are used as a basis for 
comparison to classify soils systematically. Soil taxonomy, the system of taxonomic 
classification used in the United States, is based mainly on the kind and character 
of soil properties and the arrangement of horizons within the profile. After the soil 


258 of 285 


Custom Soil Resource Report 


scientists classified and named the soils in the survey area, they compared the 
individual soils with similar soils in the same taxonomic class in other areas so that 
they could confirm data and assemble additional data based on experience and 
research. 


The objective of soil mapping is not to delineate pure map unit components; the 
objective is to separate the landscape into landforms or landform segments that 
have similar use and management requirements. Each map unit is defined by a 
unique combination of soil components and/or miscellaneous areas in predictable 
proportions. Some components may be highly contrasting to the other components 
of the map unit. The presence of minor components in a map unit in no way 
diminishes the usefulness or accuracy of the data. The delineation of such 
landforms and landform segments on the map provides sufficient information for the 
development of resource plans. If intensive use of small areas is planned, onsite 
investigation is needed to define and locate the soils and miscellaneous areas. 


Soil scientists make many field observations in the process of producing a soil map. 
The frequency of observation is dependent upon several factors, including scale of 
mapping, intensity of mapping, design of map units, complexity of the landscape, 
and experience of the soil scientist. Observations are made to test and refine the 
soil-landscape model and predictions and to verify the classification of the soils at 
specific locations. Once the soil-landscape model is refined, a significantly smaller 
number of measurements of individual soil properties are made and recorded. 
These measurements may include field measurements, such as those for color, 
depth to bedrock, and texture, and laboratory measurements, such as those for 
content of sand, silt, clay, salt, and other components. Properties of each soil 
typically vary from one point to another across the landscape. 


Observations for map unit components are aggregated to develop ranges of 
characteristics for the components. The aggregated values are presented. Direct 
measurements do not exist for every property presented for every map unit 
component. Values for some properties are estimated from combinations of other 
properties. 


While a soil survey is in progress, samples of some of the soils in the area generally 
are collected for laboratory analyses and for engineering tests. Soil scientists 
interpret the data from these analyses and tests as well as the field-observed 
characteristics and the soil properties to determine the expected behavior of the 
soils under different uses. Interpretations for all of the soils are field tested through 
observation of the soils in different uses and under different levels of management. 
Some interpretations are modified to fit local conditions, and some new 
interpretations are developed to meet local needs. Data are assembled from other 
sources, such as research information, production records, and field experience of 
specialists. For example, data on crop yields under defined levels of management 
are assembled from farm records and from field or plot experiments on the same 
kinds of soil. 


Predictions about soil behavior are based not only on soil properties but also on 
such variables as climate and biological activity. Soil conditions are predictable over 
long periods of time, but they are not predictable from year to year. For example, 
soil scientists can predict with a fairly high degree of accuracy that a given soil will 
have a high water table within certain depths in most years, but they cannot predict 
that a high water table will always be at a specific level in the soil on a specific date. 


After soil scientists located and identified the significant natural bodies of soil in the 
survey area, they drew the boundaries of these bodies on aerial photographs and 
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identified each as a specific map unit. Aerial photographs show trees, buildings, 
fields, roads, and rivers, all of which help in locating boundaries accurately. 
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Soil Map 





The soil map section includes the soil map for the defined area of interest, a list of 
soil map units on the map and extent of each map unit, and cartographic symbols 
displayed on the map. Also presented are various metadata about data used to 
produce the map, and a description of each soil map unit. 
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Map Unit Legend 























Map Unit Symbol Map Unit Name Acres in AOI Percent of AOI 
602 Urban land 6.6 79.8% 
626B Merrimac-Urban land complex, 1.7 20.2% 
0 to 8 percent slopes 
Totals for Area of Interest 8.3 100.0% 














Map Unit Descriptions 


The map units delineated on the detailed soil maps in a soil survey represent the 
soils or miscellaneous areas in the survey area. The map unit descriptions, along 
with the maps, can be used to determine the composition and properties of a unit. 


A map unit delineation on a soil map represents an area dominated by one or more 
major kinds of soil or miscellaneous areas. A map unit is identified and named 
according to the taxonomic classification of the dominant soils. Within a taxonomic 
class there are precisely defined limits for the properties of the soils. On the 
landscape, however, the soils are natural phenomena, and they have the 
characteristic variability of all natural phenomena. Thus, the range of some 
observed properties may extend beyond the limits defined for a taxonomic class. 
Areas of soils of a single taxonomic class rarely, if ever, can be mapped without 
including areas of other taxonomic classes. Consequently, every map unit is made 
up of the soils or miscellaneous areas for which it is named and some minor 
components that belong to taxonomic classes other than those of the major soils. 


Most minor soils have properties similar to those of the dominant soil or soils in the 
map unit, and thus they do not affect use and management. These are called 
noncontrasting, or similar, components. They may or may not be mentioned in a 
particular map unit description. Other minor components, however, have properties 
and behavioral characteristics divergent enough to affect use or to require different 
management. These are called contrasting, or dissimilar, components. They 
generally are in small areas and could not be mapped separately because of the 
scale used. Some small areas of strongly contrasting soils or miscellaneous areas 
are identified by a special symbol on the maps. If included in the database for a 
given area, the contrasting minor components are identified in the map unit 
descriptions along with some characteristics of each. A few areas of minor 
components may not have been observed, and consequently they are not 
mentioned in the descriptions, especially where the pattern was so complex that it 
was impractical to make enough observations to identify all the soils and 
miscellaneous areas on the landscape. 


The presence of minor components in a map unit in no way diminishes the 
usefulness or accuracy of the data. The objective of mapping is not to delineate 
pure taxonomic classes but rather to separate the landscape into landforms or 
landform segments that have similar use and management requirements. The 
delineation of such segments on the map provides sufficient information for the 
development of resource plans. If intensive use of small areas is planned, however, 
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onsite investigation is needed to define and locate the soils and miscellaneous 
areas. 


An identifying symbol precedes the map unit name in the map unit descriptions. 
Each description includes general facts about the unit and gives important soil 
properties and qualities. 


Soils that have profiles that are almost alike make up a soil series. Except for 
differences in texture of the surface layer, all the soils of a series have major 
horizons that are similar in composition, thickness, and arrangement. 


Soils of one series can differ in texture of the surface layer, slope, stoniness, 
salinity, degree of erosion, and other characteristics that affect their use. On the 
basis of such differences, a soil series is divided into soil phases. Most of the areas 
shown on the detailed soil maps are phases of soil series. The name of a soil phase 
commonly indicates a feature that affects use or management. For example, Alpha 
silt loam, 0 to 2 percent slopes, is a phase of the Alpha series. 


Some map units are made up of two or more major soils or miscellaneous areas. 
These map units are complexes, associations, or undifferentiated groups. 


A complex consists of two or more soils or miscellaneous areas in such an intricate 
pattern or in such small areas that they cannot be shown separately on the maps. 
The pattern and proportion of the soils or miscellaneous areas are somewhat similar 
in all areas. Alpha-Beta complex, 0 to 6 percent slopes, is an example. 


An association is made up of two or more geographically associated soils or 
miscellaneous areas that are shown as one unit on the maps. Because of present 
or anticipated uses of the map units in the survey area, it was not considered 
practical or necessary to map the soils or miscellaneous areas separately. The 
pattern and relative proportion of the soils or miscellaneous areas are somewhat 
similar. Alpha-Beta association, 0 to 2 percent slopes, is an example. 


An undifferentiated group is made up of two or more soils or miscellaneous areas 
that could be mapped individually but are mapped as one unit because similar 
interpretations can be made for use and management. The pattern and proportion 
of the soils or miscellaneous areas in a mapped area are not uniform. An area can 
be made up of only one of the major soils or miscellaneous areas, or it can be made 
up of all of them. Alpha and Beta soils, 0 to 2 percent slopes, is an example. 


Some surveys include miscellaneous areas. Such areas have little or no soil 
material and support little or no vegetation. Rock outcrop is an example. 
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Middlesex County, Massachusetts 


602—Urban land 


Map Unit Setting 
National map unit symbol: 9950 
Elevation: 0 to 3,000 feet 
Mean annual precipitation: 32 to 50 inches 
Mean annual air temperature: 45 to 50 degrees F 
Frost-free period: 110 to 200 days 
Farmland classification: Not prime farmland 


Map Unit Composition 
Urban land: 85 percent 
Minor components: 15 percent 
Estimates are based on observations, descriptions, and transects of the mapunit. 


Description of Urban Land 


Setting 
Landform position (two-dimensional): Footslope 
Landform position (three-dimensional): Base slope 
Down-slope shape: Linear 
Across-slope shape: Linear 
Parent material: Excavated and filled land 


Minor Components 


Rock outcrop 
Percent of map unit: 5 percent 
Landform: Ledges 
Landform position (two-dimensional): Summit 
Landform position (three-dimensional): Head slope 
Down-slope shape: Concave 
Across-slope shape: Concave 


Udorthents, wet substratum 
Percent of map unit: 5 percent 
Hydric soil rating: No 


Udorthents, loamy 
Percent of map unit: 5 percent 
Hydric soil rating: No 


626B—Merrimac-Urban land complex, 0 to 8 percent slopes 


Map Unit Setting 
National map unit symbol: 2tyr9 
Elevation: 0 to 820 feet 
Mean annual precipitation: 36 to 71 inches 
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Mean annual air temperature: 39 to 55 degrees F 
Frost-free period: 140 to 250 days 
Farmland classification: Not prime farmland 


Map Unit Composition 
Merrimac and similar soils: 45 percent 
Urban land: 40 percent 
Minor components: 15 percent 
Estimates are based on observations, descriptions, and transects of the mapunit. 


Description of Merrimac 


Setting 

Landform: Eskers, moraines, outwash terraces, outwash plains, kames 

Landform position (two-dimensional): Backslope, footslope, summit, shoulder 

Landform position (three-dimensional): Side slope, crest, riser, tread 

Down-slope shape: Convex 

Across-slope shape: Convex 

Parent material: Loamy glaciofluvial deposits derived from granite, schist, and 
gneiss over sandy and gravelly glaciofluvial deposits derived from granite, 
schist, and gneiss 


Typical profile 
Ap - 0 to 10 inches: fine sandy loam 
Bwi - 10 to 22 inches: fine sandy loam 
Bw2 - 22 to 26 inches: stratified gravel to gravelly loamy sand 
2C - 26 to 65 inches: stratified gravel to very gravelly sand 


Properties and qualities 
Slope: 0 to 8 percent 
Depth to restrictive feature: More than 80 inches 
Drainage class: Somewhat excessively drained 
Runoff class: Very low 
Capacity of the most limiting layer to transmit water (Ksat): Moderately high to very 

high (1.42 to 99.90 in/hr) 

Depth to water table: More than 80 inches 
Frequency of flooding: None 
Frequency of ponding: None 
Calcium carbonate, maximum content: 2 percent 
Maximum salinity: Nonsaline (0.0 to 1.4 mmhos/cm) 
Sodium adsorption ratio, maximum: 1.0 
Available water capacity: Low (about 4.6 inches) 


Interpretive groups 
Land capability classification (irrigated): None specified 
Land capability classification (nonirrigated): 2e 
Hydrologic Soil Group: A 
Ecological site: F144AY022MA - Dry Outwash 
Hydric soil rating: No 


Description of Urban Land 


Typical profile 
M -Oto 10 inches: cemented material 


Properties and qualities 
Slope: 0 to 8 percent 
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Depth to restrictive feature: 0 inches to manufactured layer 

Runoff class: Very high 

Capacity of the most limiting layer to transmit water (Ksat): Very low (0.00 to 0.00 
in/hr) 

Available water capacity: Very low (about 0.0 inches) 


Interpretive groups 
Land capability classification (irrigated): None specified 
Land capability classification (nonirrigated): 8 
Hydrologic Soil Group: D 
Hydric soil rating: Unranked 


Minor Components 


Windsor 
Percent of map unit: 5 percent 
Landform: Dunes, outwash terraces, deltas, outwash plains 
Landform position (three-dimensional): Tread, riser 
Down-slope shape: Convex, linear 
Across-slope shape: Convex, linear 
Hydric soil rating: No 


Sudbury 
Percent of map unit: 5 percent 
Landform: Outwash plains, terraces, deltas 
Landform position (two-dimensional): Footslope 
Landform position (three-dimensional): Tread, dip 
Down-slope shape: Concave 
Across-slope shape: Linear 
Hydric soil rating: No 


Hinckley 
Percent of map unit: 5 percent 
Landform: Eskers, kames, deltas, outwash plains 
Landform position (two-dimensional): Summit, shoulder, backslope 
Landform position (three-dimensional): Nose slope, side slope, crest, head slope, 
rise 
Down-slope shape: Convex 
Across-slope shape: Convex, linear 
Hydric soil rating: No 
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Soil Properties and Qualities 


The Soil Properties and Qualities section includes various soil properties and 
qualities displayed as thematic maps with a summary table for the soil map units in 
the selected area of interest. A single value or rating for each map unit is generated 
by aggregating the interpretive ratings of individual map unit components. This 
aggregation process is defined for each property or quality. 


Soil Physical Properties 


Soil Physical Properties are measured or inferred from direct observations in the 
field or laboratory. Examples of soil physical properties include percent clay, organic 
matter, saturated hydraulic conductivity, available water capacity, and bulk density. 


Saturated Hydraulic Conductivity (Ksat) 


Saturated hydraulic conductivity (Ksat) refers to the ease with which pores in a 
saturated soil transmit water. The estimates are expressed in terms of micrometers 
per second. They are based on soil characteristics observed in the field, particularly 
structure, porosity, and texture. Saturated hydraulic conductivity is considered in the 
design of soil drainage systems and septic tank absorption fields. 


For each soil layer, this attribute is actually recorded as three separate values in the 
database. A low value and a high value indicate the range of this attribute for the 
soil component. A "representative" value indicates the expected value of this 
attribute for the component. For this soil property, only the representative value is 
used. 


The numeric Ksat values have been grouped according to standard Ksat class 
limits. 
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Table—Saturated Hydraulic Conductivity (Ksat) 














Map unit symbol Map unit name Rating (micrometers Acres in AOI Percent of AOI 
per second) 
602 Urban land 6.6 79.8% 
626B Merrimac-Urban land 100.0000 1.7 20.2% 
complex, 0 to 8 
percent slopes 














Totals for Area of Interest 8.3 100.0% 














Rating Options—Saturated Hydraulic Conductivity (Ksat) 


Units of Measure: micrometers per second 

Aggregation Method: Dominant Component 

Component Percent Cutoff: None Specified 

Tie-break Rule: Fastest 

Interpret Nulls as Zero: No 

Layer Options (Horizon Aggregation Method): Depth Range (Weighted Average) 
Top Depth: 12 

Bottom Depth: 120 


Units of Measure: Inches 


Soil Qualities and Features 


Soil qualities are behavior and performance attributes that are not directly 
measured, but are inferred from observations of dynamic conditions and from soil 
properties. Example soil qualities include natural drainage, and frost action. Soil 
features are attributes that are not directly part of the soil. Example soil features 
include slope and depth to restrictive layer. These features can greatly impact the 
use and management of the soil. 


Hydrologic Soil Group 


Hydrologic soil groups are based on estimates of runoff potential. Soils are 
assigned to one of four groups according to the rate of water infiltration when the 
soils are not protected by vegetation, are thoroughly wet, and receive precipitation 
from long-duration storms. 


The soils in the United States are assigned to four groups (A, B, C, and D) and 
three dual classes (A/D, B/D, and C/D). The groups are defined as follows: 
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Group A. Soils having a high infiltration rate (low runoff potential) when thoroughly 
wet. These consist mainly of deep, well drained to excessively drained sands or 
gravelly sands. These soils have a high rate of water transmission. 


Group B. Soils having a moderate infiltration rate when thoroughly wet. These 
consist chiefly of moderately deep or deep, moderately well drained or well drained 
soils that have moderately fine texture to moderately coarse texture. These soils 
have a moderate rate of water transmission. 


Group C. Soils having a slow infiltration rate when thoroughly wet. These consist 
chiefly of soils having a layer that impedes the downward movement of water or 
soils of moderately fine texture or fine texture. These soils have a slow rate of water 
transmission. 


Group D. Soils having a very slow infiltration rate (high runoff potential) when 
thoroughly wet. These consist chiefly of clays that have a high shrink-swell 

potential, soils that have a high water table, soils that have a claypan or clay layer at 
or near the surface, and soils that are shallow over nearly impervious material. 
These soils have a very slow rate of water transmission. 


If a soil is assigned to a dual hydrologic group (A/D, B/D, or C/D), the first letter is 
for drained areas and the second is for undrained areas. Only the soils that in their 
natural condition are in group D are assigned to dual classes. 


20 
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Table—Hydrologic Soil Group 



































Map unit symbol Map unit name Rating Acres in AOI Percent of AOI 
602 Urban land 6.6 79.8% 
626B Merrimac-Urban land A 1.7 20.2% 
complex, 0 to 8 
percent slopes 
Totals for Area of Interest 8.3 100.0% 
Rating Options—Hydrologic Soil Group 
Aggregation Method: Dominant Condition 
Component Percent Cutoff: None Specified 
Tie-break Rule: Higher 
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Town of Arlington, Massachusetts 





Committee Appointment 


Summary: 


8:00 p.m. Jagat Adhiya, Envision Arlington Standing Committee 


Board will vote to approve appointment by the Director of Planning and Community 
Development for a three-year term 





ATTACHMENTS: 
Type File Name Description 
Reference Agenda_Item_2A_- : 

D Material 3021 EA SC role Jagat Adhiya.paf 2021 EA SC role Jagat Adhiya 
Reference Agenda_ltem_2B_- , 

OD Material Jagat Adhiya CV_EA Apr2021.pdf agai habia CV EM Apr 2021 
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Jagat Adhiya 


53 Winter Street, #2, Arlington, MA 02474 | 201 779 9983 | jagat.adhiya@gmail.com 


26 April 2021 


Jennifer Raitt 
Director of Planning and Community Development 


Town of Arlington, MA 


Subject: Volunteer Position on the Envision Arlington Standing Committee 


Jenny: 


It was a pleasure to speak with you on Friday about the opportunity to serve on Envision Arlington’s 
Standing Committee, as well as the idea of a committee liaison role to partner with the Arlington’s Master 
Plan Implementation Committee. 


I request your nomination for a volunteer position on the Envision Arlington Standing Committee. 


Having lived in Arlington for 17 years, I have followed with interest the Vision 2020 initiative and the 
ongoing implementation of the Master Plan. The town survey administered by Envision Arlington is a 
wonderful tool for bringing together diverse views on key issues, new ideas and to help inform town 
residents about our local government. I would like to actively support the ongoing community 
engagement our town. 


Based on stakeholder discussions and observing the recent Standing Committee meeting, I feel that there 
is an opportunity, and desire, for better coordination of efforts among the committee and various task 
groups. I believe that I could collaborate effectively with the Envision Arlington committee members, and 
key stakeholders, to shape Envision Arlington’s future approach. My professional role involves leading 
strategic digital transformation and enabling greater R&D scientist engagement at a global biotech 
company. | partner with senior business executives and functional managers to define an aligned strategy 
and am accountable for leading implementation of the prioritized portfolio of projects. 


I hope that you will consider me a good fit for the Standing Committee position. I look forward to hearing 
from you. 


Sincerely, 


Jagat Adhiya 
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JAGAT ADHIYA 


Jagat.adhiya@gmail.com | 201 779 9983 


SUMMARY 

e Global healthcare IT leader with experience in driving strategic digital transformation and innovation programs for R&D. 

e Member of IT Healthcare leadership team of EMD (Merck KGaA, Darmstadt, Germany), with dual reporting to IT Healthcare ClO 
and Head of R&D Informatics. Based at EMD’s Boston (USA) area R&D innovation center in Billerica, MA. 

e = Providing thought leadership and scientist engagement regarding new capabilities for enabling leading edge R&D. 

e IT Business Partner to R&D senior executives and their global teams. Leading the definition and implementation of strategic IT 
platforms and analytics environment. Managing the prioritization and delivery of an aligned IT digital portfolio to meet 
strategic R&D priorities. Strong track record of achievement, cross-functional collaboration, and successful portfolio execution. 

e Global IT programs management leadership experience with 15+ years driving successful software projects, including systems 
for big data analysis, R&D portfolio and pipeline management, quality management, and lab data management. 


PROFESSIONAL EXPERIENCE 

Merck KGaA, Darmstadt, Germany (based at EMD Serono R&D Institute in Billerica, MA) 

Director/Member of R&D Informatics Leadership Team for Biopharma 2016 — current 

¢ R&D Informatics accountable for delivering the digital platforms and analytics portfolio and services for R&D functions 

e Partnered with the R&D leadership on defining a multi-year, multimillion dollar technology strategy and digital initiatives 
roadmap enabling key priorities such as Precision Medicine and Paperless Labs. 

e Successfully aligned and managed the R&eD IT projects portfolio year after year to deliver fit-for-purpose software solutions 
per approved budget and schedule. 


Associate Director/IT Business Partner for Life Science R&D 2011 — 2016 

e Developed business cases, briefed executive sponsors, managed budget forecast, recruited and aligned internal and external 
resources, led vendor contract negotiations, overall projects planning and execution, steering/sponsor updates, and liaised 
with stakeholders in regulatory/compliance and IT enterprise architecture. 

e Enabled Life Science to manage anticipated ~3x YoY increase in new biologics product launches by deploying modern 
Planisware-based new product launch management system that dramatically improved coordination across global sites. 


Waters Corporation, Milford MA 

Senior Project Manager/Senior Engineer 2006 — 2011 

Knowledge Management Project Manager / Software Support Engineer 2002 —2006 

¢ Worked with Head of Global Operations & Services and his management team to develop and launch new, software products 
and lab productivity-optimization consulting services targeted at FDA-regulated labs in major global pharmaceutical companies. 
Responsible for project deliverables and program outcomes contributing to highest revenue growth area for Services business. 

e Managed customer issue escalations and resolved issues efficiently to minimize downtime at R&D or QC labs resulting in higher 
levels of customer satisfaction and retention. 

e Developed and conducted customer training programs for internal and external customers. These programs resulted in several 
new software sales, dramatically accelerated customer success, as well as reduced the number of user support issues reported. 

e Managed business needs analysis, build/buy assessments, design, development, and deployment of projects involving 
development of custom software applications, interactive web-based content and related user training to drive adoption of 
new tools. Hired and managed temporary staff to support projects. Produced a weekly blog, with 600+ internal subscribers, 
featuring articles, webcasts and podcasts. 





IT Consultant 2001 — 2002 

e Worked as lead data specialist on consulting projects for Fortune 500 customers, such as Tyco and Merrill Lynch. 

e Developed data warehouse and custom applications to enhance enterprise data management, data analysis and reporting in 
order to improve global spend visibility. Identified potential savings of SSOOM+ for a corresponding addressable spend of $2B+. 


EDUCATION 
Master of Science, Massachusetts Institute of Technology, Cambridge, MA 
Master of Science, The Ohio State University, Columbus, OH 
Bachelor of Science, St. Xavier’s College, Mumbai University, India 
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Town of Arlington, Massachusetts 





ARB Meeting Schedule July through December 2021 


Summary: 

8:30 p.m. Board will confirm meeting schedule. 

ATTACHMENTS: 
Type File Name Description 
Reference Agenda_ltem_4 - 2021 Meeting Schedule July 
Material 2021 _Meeting_Schedule_July_through_December.pdf through December 
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ARLINGTON REDEVELOPMENT BOARD 


TOWN HALL ARLINGTON, MASSACHUSETTS 02476 
TELEPHONE 781-316-3090 





2021 Meeting Schedule 


In general, the ARB meets on the 1° and 3 Monday of the month, in the Town Hall 
Annex, 2 floor conference room, at 7:30 pm. Monday holidays or other events may 
cause a change in the schedule. If there are no pressing agenda items meetings may 
be cancelled. 


July 12, 2021 

July 26, 2021 
August 9, 2021 
August 23, 2021 
September 13, 2021 
September 27, 2021 
October 4, 2021 
October 18, 2021 
November 1, 2021 
November 15, 2021 
December 6, 2021 
December 20, 2021 


(approved June 2021) 


284 of 285 





Town of Arlington, Massachusetts 





Meeting Minutes (forthcoming for 4/8/21, 4/26/21, 5/3/21) 


Summary: 
8:35 p.m. Board will review and approve meeting minutes 
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